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INTRIGUE | 


_ Terrorist Bullets Traced To S. S. Ss. Pistols — 


HONG KONG 
TO HAVE FLEET 
OF HIGHSPEED 
TORPEDO 
MOTORBOATS 


- (China Mail” Special) 

The “China Mail” is 
able to reveal to-day that 
the Admiralty is intend- 
ing to reinforce the Bri- 
tish naval forces in Hong 


Kong waters by the ad-} 


dition to the squadron of 
a fleet of motor oe 
boats. 


.. The _first of. these New .- craft, 
which are capable of a speed of}; 
50. knots, and are fitted with ma- 
chine-guns and: two . torpedo- 
tubes, is already on its way to 
Hong Kong and is expected here 
shortly. 


It is anticipated that ahe will 
be the first of several to be sent 
out, ile the exact number 
has ‘not yet been authoritatively 
revealed, eight has been.’ men- 
tioned as. the Li dare ners ee 
of the Hong Kong “fleet.’ 


FRESH ‘ORDERS ISSUED 


Yesterday, it may -be resatled: 
it was .officially reported that the 


Admiralty, which had seven of] 


such craft under construction, 


_ Astounding Scorn | 
Article In 
Japanese Journal . 


Shanghai, To-day. 


In to- day’ s issue of. the Japanese newspaper “Mai- 
nichi” in Shanghai, there is published a Jong 

_ eulogy on the activities of Zang Yoh-tsing, un- 
der the sub-heading of “Zang Yoh-tsing, 
Father of the Reformed Government, goes 
ahead to establish peace in the Ovens ont) over- 


throw Chiang Kai-shek.” ree 


After seoffing at the Shanghai ‘Municipal Police 
and their desire to interview: Zang, the “Maini- 
chi” gleefully declares “Zang: has not: ‘been seen 
to the south of Soochow Creek: since: Spring: 


is not cana to. appear there: again.” g fe 


- Shanghai police are now follow- ae 
ing up a new clue occasioned by} 
the discovery of bullets found 
after recent “terrorist” assassina- 
tions and found they were fired 
from one of the 27 pistols sold 
last March to the Japanese for 
the alleged use of the Special Ser-| -———= 
vice’ Section of the Japanese 
Army. aa - 


per month as‘a “Third: Class’. 
member” and later, after he 
had: committed . murder. un- 
der. the orders of the Society, 
he was promoted to a Second 


Some of the actual ' weapons} 
are alleged to have been found, 
with- their numbers filed off, on 
the scane of other assassinations 
and the police are’ anxious to 


-| learn how the pistols found their 


way into the hands of various as- 
sassins. — Reuter. 


ORGANIZED MURDER 
. GANGS 


had placed orders for twelve ad-]: 


ditional boats, at an approximate 


cost of £50, 000 each. 


Six were recently added to the] 


“Shanghai, To-day, . Ps 
"Further startling revelations with bee: 4, 


defences of Malta and’ made the] 
rt: the o- ee 


ist Gieeh shee ran’ pad $30 


| NEW JAPANESE 
LOAN FOR CHINA 
~ CAMPAIGN - 


‘Tokyo; To-day. 


A‘new loan of 397 ‘million yen for - 
financing operations | in China are. 
to offered. for. public.” subscription ; 
on August 22 by~: the... Japaries 
Ministry of Finance it wad’revealed 
here yesterday. The..interest - will : 
be -8.5.-per’ ‘cent, “and: the-term of 170 
years. - ; . 

The Postal ‘Savings: ‘Banks ; ‘aid 
the Bank of Japan are.expected .to-- 
take” over the loan anda Portion of. 
it ‘will then be’ opened :to.public siths © 
scription. ‘through, ‘the Post adices. aa 
Ttans-Ocgan. - 7 


rious cones 


ot 
{Zang Yoh-tsing, an tnormous 22- 


stone Chinese, wha. personally: 
gave.all.the orders’ for: assassina--:.” 
tions. ‘and. -acts ..of terrorism. — 
Reuter: Sa ten i 


Be sure the name 


Cot 


by PATRICIA LINDSAY 


WHAT IS WRITTEN ON YOUR FACE? 
\ Healthy Mind Preserves Facial Beauty 


A 

A healthy, clear’ thinking, ener- 
getic mind is not only the nucleous |. 
of beauty but it is the nucleus of a 
radiant happy life! © : a 

Had I space to’ quote famous 
authorities I could convince you 
that destructive thoughts, or - an 
undisciplined mind, can rob a wo- 
man of her health and destroy her 
happiness. : 

As you think, your face and eyes 
express your thoughts. Catch a 
glimpse of yourself in a mirror as 
you converse with.a friend. Notice 
how your eyes sparkle and your lips 
turn upward when you speak gaily. 
See how :quickly.a frown appears 
and your eyes dim when you talk of 
sorrow or feel sad. Your . lips 
narrow. and your eyes partly close 
when you give vent to anger or} 
gossip maliciously. Would~ you 
have - believed; it? , 

Do you, know that every 
worthy thought registers on 
face? Haven’t you seen 
whose countenances reveal 
habitual. thoughts of malice, 
ishness, jealousy? ‘Of course you 
have. ‘Over indulgence of miser- 
able. traits have’ robbed them of 
their beauty and happiness. 


Don’t Be A Neurotic — 


unz| Your Face 


your 
women 
their 
self- 


within”—will it does, from within 
your mind! . 
If you have been in the habit 
of brooding, of becoming easily hurt 
Jat people’s thoughtless words. or 
actions, ‘strive to overcome those 
tendencies, - Ignore hurts and dis- 
couragements.-: Realize that broo- 
ding—or -worrying—is an insidious 
form of iliness which can destroy a 
lot you hold dear. *- ek 
Don’t be a womai‘sonsumed with. 
self-pity. 
ed with self-pity. Every person 
‘has a- tough ‘time in life. Every 
person has problems and hurdles to 
leap. No life is without sorrow 
nor-is any life without joy! Take 
life as it comes. Keep~- yourself 
healthy and let your mind create 
beauty ! a - 


/ 
Sick minds, registered on faces. 
ward off all human sympathy and 
love. : 

“So don’t be a neurotic. ~ Keep 
“your mind active, free, and in or- 
‘der. It is the receiving.and send- 
.-ing instrument of your entire body. 
“Let it receive wholesome, pleasant’ 
|. messages. Let it send wholesome, 

pleasant dictations. You know the 
old adage that “Beauty comes from 


Jif you are one of a party conferring 


Don’t be a girl consum-’ 


_ Stars 


. 


-. ‘(By MARY BLAKE) 

If August 18 is your birthday, the 
best hours for you on ‘this date are 
from 1 A.M, until xoon, from 2 to}. 
4 1M, and from 7109 PM. Tre 
danger periods are from 8 - to 10 
A.M., from 5 to 7 P.M., and from 9 
to. 11 P.M. - 


Untimely actions or. words may 


upset some well laid plans, or prove pel ontg 


. ‘An optimist is any one who is 
convinced that a friend-in-need is 
‘always *standt th: his 
hand in his change pocket. 


to be a hindrance-to a clever move.] 


Take everything into consideration, 


! ‘ 


before | many person 


on any important ‘subject s if you remain unaf- 
A great 
_ to 


originate this day from small talk, 


venturing an opinion. ‘fected by good fortune, and as‘-there 


amount of mischief jis’ apt are indications that you will be very 


lucky you will show ° wisdom in 
in 


so be careful not to ‘indulge heeding this caution.: “ You ought 


gossip.  Unrestrained desires will}to be exceptionally successful as a 


prove the undoing of many a well|restaurant, specialty shop’ or. office 
intentioned person this day, so it manager, interior decorator, tea- 
will pay to ‘be careful that yours .do : 
not get intd ‘trouble. Any lack of 


mental. ‘alertness in. . conversing 


cher, professional entertainer or 
broker. 
are likely to be manifold. 

“The child born on. August | 18, 
from early childhood is generally 


Your nuptial -benidictions 


this day. might -result-in some jem- 
gl a 8 : \ aaa " 


ibarassing self-contradictory state- 


‘ment with an unfortunate after- 


n quick and _sure-footed, mentally 
math, Married and engaged |alert-and_ physically vigorous. This 


youngster has fine prospects for an | 
unusually successful career. 


couples, as well as,those who are in 
love must remember that boisterous 


play or language is likely to ‘upset : ; 
id P If a man dnd August 18, is your 


natal day, Lady. Luck probably will” 


give’ you a helping hand when you 


the -best disposition -in the-world,- 80 
it ‘will be good judgement not. to 


indulge in eith hi A . 
ee an etenier Sls aay. -Hleast expect it. 


If a woman and August 18-is your 


birthday, be watchful that social or 


Bolster up. your 
hopes with expectations . of good 
fortune coming your way. Through 
business success does not cause you Haw, medicine, ‘architecture, agricul- 
to have. an excessive amount of self- 
complacency, ‘ Vanity and. egotism 
are among the principal atumbling- 
blocks in. the way of lasting ~ po- 
pularity, of people born on" this 
date. You have in your power to 
win the respect: and adthiration 


ture, ‘thining, contracting, selling, 
nianufacturingy, writing or: acting 
there seems, to be no. limitations 
placed -upon the results’ of your | 
ee 

~ Born: ..on this’ date: : Francis 
of Joseph of Austria—1830, | 


4 


_ YOU CANNOT AFFORD TO DISREGARD 


ore bal 


a hee, 2 


was uh me. 


a . ER ie ae ar | 
She's Mra. Clande {ene 
‘best-kmown hostesses. -her bat 
tepper, squat and. trimmed . 
plumes, 
veil, 


re e 


L; AUGUST 18,-1988. 


ith it she wears a widermesh | 
abe 


IF YOU WANT 


TOBE SMART 


HERE ARE THE 


ay 


HATS TO COPY 2xeieiess 
4 a it style, Me cpltonea brink ang-decorsted, 


They were snapped at a 
Society wedding inLon- 
don.” Ng 


birds in-two.contrasting-colours, = --- ‘ 
ee ths 


Their wearers are women recog- |“ ¥ 
nised as leaders of fashion. What . 
they choose to-day will be the. 


vogue to-morrow. 


Cold | Meats : 


For The 


Quick Meal\ oe 


By. EDITH M. BARBER 


‘While cold meat’ is, never - ‘to he] 


scorned, it naturally reaches _ its 
greatest popularity in the summer. 
Almost every restaurant ‘menu lists 


"“agold cuits” as one.of its specialities. 


Tongue, chicken, ham, roast beef, 


eorn heef,.various,: types: of summer: 


sausages, galatines and various 
forms of meat loaves are all to be 
found at the neighbouring delicates- 
gen and can be putt to good use for 
the quick meal, whether one or a 
‘number are chosen. | There sre as 
well. innumerable . canned ‘meats 
which . are, convenient to ‘have . on 
hdnd for use on the day when you 
hurry , home from ‘the. office to cool 
off. +. eee eee 
With potato salad: or hot creamed 
‘potatoes or chips: and _ sliced..foma- 
toes, the main course of ‘the meal 
almost prepares itself. You ‘may 


like to use a piquant sauce-of some 
kind to-add a distinctive. touch.’ to} 


the ‘cold meats.. A few-. minced. 
pickles or stuffed olives, a! bit..of 
minced onion, mixed. with. mayon-. 
naise and you Jwill -have a. tartare 
sauce.” : 
_ chili sauce. or catsup 


| select asro 
‘Jarge’ eng 
‘for .one or. ‘tw 
haps.I. should 


There should always’ be} = 


he’s one of the 
of the year? 


‘the year : 
e¢ limelight’ - 


Her hat é 
pashsodtn the igs 
this Some down and revegls an- opcnwork, 


‘Curry powder to taste. 
Combine mayonnaise and. chili 
sauce and season -generously’. with 
curry _ powder. Serve with. 
lobster, crab.or salmon or cold 
meat. ‘ e ia ame 


TARTARE SAUCE 


1 tablespoonful chopped pickle. 
1 tablespoonful chopped olives. 
¥, eup chopped, parsley. 
% cup mayonnaise. 


When ready ‘serve add all’ in-|~ 


gredients to the mayonnaise. Serve 

with fish, soft shell crabs or cold 

‘meat. . : ; ; 
QUICK MEAL - 

a Consomme. 

: ; +. Cold cuts. . 

‘ns Potato salad. Sliced tomatoes. 

» f. Peach: ice cream. = : 

. > Coffee: ; 


Dashwood .'.. her husband ze 
Liskay Daaterecd, is" Britoinrs prewier 


cold | 


-"Wopyrighi® 1938, by"The'Bell Byndicate, Ine) 7 

“A fter looking over ‘what'o Ho tves Hee oo RR Se, RS 

: oking our dollar buys,” - n= 

2 ary Marguerite, “we: wonder what the price Gutters: aia “3 
: eS eee 8 “ipa aiken perry mr] bees ° 


there is unshakable scientific. 
t Sanatogen will do that for you! 
Strengthen. your ‘nerves, rejuvenate your blood, 2, 
_ improve your. vitality. by. 24°%%-with Sanatogen.. °° 
- Discover the difference ‘between “] health 


At 2.80,. 6.10... a 
418 & 9.30 9 Pad. A 


_ TELFER GEN. . 
ER CASE on = we 


qhe Love 5! story y of ‘Annapelat 


: SOMETHING 10 CHRER... as Navy. 
Lo puddles of barracks and gridiron ... 
“bettie for the inside track to a girl's 
heart! Jt’ Exciting! It’s Spectacular! 

Its Fun! It’s Swell! 


© LTONEL- BARRYMORE td 


=, FLORENCE RICEe BILLIE BURKE 
= TOK BROWN + SAMUEL 8. HINDS =| 
"PAUL KELLY + BARNETT PARKER 


Sereen Play by George Bruce © im Woed Predughes 
Produced by BAM aiveat wr 


~BYTRA 


GLOBE FLIGHT RUSHED BY CLIPPER TO HONG KONG. . 


TAK@ ANY TRAM (OR.HAPPY VALLEY BUS, 


- THE THE SEASON’S MOST LAUGHABLE COMEDY ROMANCE ! 
A novel story with thrills, spills and Alpine, sports. : 


'A SCREEN MASTERPIECE IN TECHNICOLOUR ! 


A picture ena? will make your heart ._pound with tense excitement. 


< Selznick International presente 


garner 
DIETRICH oe 


me vi 


aL 


5; 20c¢.-30 
mail ee fee BENE ook 


a a vi Ae 
aN js 
nl cn il N i C 


~50¢.-70¢ 


- Ton ff ) What Have I Got On To-Day? 


a: The’ sitecessful business : man’ would have 


; "booked his | . engagements, ‘in a. diary. 


omplete With: English, & ne 


8 I Information, 


ALSO AN "EXCLUSIVE NEWSREEL OF THE HUGHES 


: register, the girl. 


_|treated by defendant's son. 


The ‘August Criminal. Sessions} '’ “ 


are scheduled to commerice at the 
Supreme Court. on Monday. 


Police Sergeant Charles Telfer, : 


were ‘committed. ‘for trial at the||’ 


Kowloon Police. Court for “Swe 


extortion. 

Among other, “eases | are “four 
alleged -banishees, two men’: charg-| 
ed with uttering and possession of 
countetfeit coins, and one charged 


‘|with possession of arms: and am- 


muntion. 


MUL TSAI ALLEGE 
ILL: TREATMENT 


At the Central Magistracy ‘be- 
fore Mr. R. Edwards this morning, 
a, 58-year-old widow, Ho -Po, was 
fined $50 foi keeping an unregis- 
tered mui-tsai, aged 16, -at No. 8 
Shing Wong Street, first floor. . 

Inspector Fraser said defendant 
went to the S.C.A. yesterday - to 
Seeing the girl 
in a sad mood, -he spoke to her, 
and she told him: that she was ill- 
She 
was sold to defendamt about 7 
years ago: for the sum of: $140- in 
Canton. 


‘ANTI-DRUG DRIVE. 


_ Yiu- Wing, 40, was charged. at. 
the Central Magistracy - with 
possession of one: tael of raw. 
opium, 2.7.taels of non-Government 
opium and 1,500. heroin pills at a 
house in. Cleverly Street.. Fines 
totalling. $1,650 or eight months” 
imprisonment were imposed. 

Ho Chiu was’ fined $575 or five 
months’ for possession of 4.7 taels 
of prepared opium and with keep- 
ing a divan at Shing Wo °- Road. 
Revenue: Officer J. L. Stephens 
prosecuted. : 


UNABLE TO CHECK 
ON STORY - 


‘Tse Ka, Tse Yung and Nam 
Ping, coal coolies, were this morn- 
ing bound over in $25 for one year, 
by Mr. H. R. Butters at the Cen- 
tral. Magistracy, when charged with 


- |posseasion of 100 catties of~Singa- 


pore. wood. 
-The. men 
Chinese « 


- Were « 
; constable 


: arrested. byva 
z SAREYERE: “the 


. wood. oe 


“They told the police ‘they - had 
obtained ‘the wood. froma. ship near: 
Stonecutters on, which they had \been. 


-leral Staff. of the German 
‘tForce, General Stumpff, and the 


Berlin. , ; 
_Aimong those » edaent ‘to wel- 
corie. the “French guests | were 
Secretary. of ‘State for Air, ‘Gen- 
eral Milch, the Chief..of the or 
ir: 


famous aviator, General Udet, 
who is now. at the head of the 


“| Technical Department of the Air 


Ministry. 

‘After a. tour of the extensive 
air camp, the four airmen who 
last -week flew.in a Focke-Wulf 
‘Condor’ airplane from Berlin te. 
New York,- were presented to 
General Vuillemin, who- warmly 
congratulated’. them on ‘their re- 
markable achievement. 

. FLIERS HONOURED. . 

Thereupon the French Air At- 
taches in Berlin, Colonel de 
Geffrier and Captain Stehlin, re- 
moved their own badges as 
French Military Aviators .and 
handed them to General .Vuille- 
min. who proceeded to pin the . 


|badges:to-the Uniforms of Cap- 
\tain Henke and Captain Von 


Moreau .as a special mark of 
honour to the’entire crew of Ger- 
men plane. . = 

he removed . his badge, 
colenel de Obffrier smilingly ‘re- 
marked that he had worn it. over 
20 years. _ 

-The French. guests, accompani-. 
ed‘by the German officers and 
crew of the “Condor,” then took 
three places in the Focke-Wulf . 
“Ssarland,”. which is of the same 
time as: the “Condor,” and which 
was piloted. by the chew of the 


.|“Condor,’”” flew to Leipzing where 


the French. guests visited the 
“Erla” airplane works. — Trans- 
‘Ocean. — 


GERMAN AN WARNED. 


Walter Johann ‘Mayer, 37, Ger- 
man merchant,- residing at the 
Gloucester Hotel, wag cautioned by 
Mr. R. Edwards at the’ Central 
Magistracy, “for entering the Co- 
lony without a valid passport. ~ 

‘Det.-Sergeant' J... L ¢ Loughlin - 
said defendant came “to the Colony, 
from- Hankow. |: ‘.-- 


err a 
loading..coal.. ‘Enquiries iwere., made 


but the. ae ‘had -eailed.. 


: Hollowood, To-day... 

Thé famous Laurel and. Hardy 

‘{ combination. was’ broken up. yes« 
iterday: when the producer, Hal 
“Roach, dismisged Laurel and. ane, 
noun ‘that ** Hardy’s' ‘ future | 
arian would bo Harry Langdon. , 
It is. intimated: that. the — 
team. of - ‘comedians: will 
straight comedy. instead of “: dare 
stick” in the future.—Renter. : 


NEW QUARTERS 
FOR DOOMED 
BATTALION 


ft Shanghai, . To-day.. 

Members of the “Doomed Bat- 
talion” may be shortly moved to 
another site inside the Settlement 
in an effort to curb such activi- 
ties ‘as witnessed by the recent 
haul of arms. gues the attack on 
the camp. : 

It is understood that Shanghai 
Municipal Council authorities fa- 
vour the move. ; 

When the move is completed 
the Commander. of the Battalion, 
Captain Hsia Ching-yuan is .like- 
ly to be returned to his col- 
leagues. — Reuter, 


DEATH OF | MRS. 
-PALOMIQUI 


The Chinese and’ the Filipino 
communities in the Colony have 
suffered a heavy loss by the passing 
of Mrs. Gertie Palomiqui at the 
Queen ‘Mary’, Hospital. yesterday, 
after a long’ ‘illness. oe 

Mrs. Palomiqui, who was -47 
years of age, was the wife of Mr. 
Simon. Palomiqui,. well-known in 
the. Filipino community. é 

Born in Thursday Island, Mrs. 
Palomiqui.came to the Colony’ 25 
years ago. 

She is survived by her husband, 
' two .daughters, Rosita, and Mrs. 
Betty: Thomas Wong, a son, Jamei, 
and ‘a ‘sister, Mrs, H.' Yuen.. : 

The. funeral ‘will take place” i 
day at. ool 


HITLER. WATCHES 
ARMY EXERCISES: 


Berlin, To-day. 

The Fuehrer and Supreme Com- 
mander ‘of the German armed for- 
ces attended, yesterday. afternoon, 
the series of army exercises now 
being. held. at the Doeberitz mili- 
tary. camp’near Berlin. 

He was accompanied by General 
von Brauchitsch, the Commander in 
Chief of the German Army, 
General Keitel, Chiet of the General | 
Staff. 


and 


‘Later in the day,, the. Fuehrer | ° 
inspected the military. aining cen- 


“Lend To-day. 


“The British Mission to investigate| 


the bombing of open towns: will 
function for the first time ‘to-day, 
according to’ a Spanish .. press 
message, 


Following -a request from the a 


Spanish Government,. two Mem- 
‘bers of the Commission are pro- 
ceeding to investigate effects of 
the recent bombing.of Alicante. 
They will also visit other vil- 


. FINAL SHOWINGS ‘TO-D 


Meet Pat. O’Brien . - The’ ‘Tame. Guy; ee 


_He has to tame a prison fall Pr rioting men aes 


“and: ‘to tame an armful of darling dynamite 1 
oa Heat: Ann Sheridan, Sing “How | ‘Could’ You?” la nC 


“ITS EASIER TO FIGHT TEN PRISON 
RIOTS , THAN TAMMIE ONE 
DIid7y DAME 


lages which have been raided.—}. 


Reuter. 
_. BRITISH. AIM 
' London, To-day. 

The Commission of two British 
officers which made its headquar- 
ters at Toulouse Jast week and 
which ‘as from last: Saturday be- 
came available ‘in accordance with 
the original terms of the British 
proposal made earlier this year—to 
proceed: at. the request of either side 
in Spain to investigate cases of 
alleged ‘indiscriminate bombing of 
cpen towns, is reported to be on its 
way. to Alicante. 

The British proposal was made in 


. Novelty | “Advehture | 


« BLIND " ALIB ae oe 
_ Richard Dix - Whitney Bourne: 


T0-MORROW | "Mystery. «, 
RKO Picture : oe : 


ADDED! - 


hope of: contributing to: the ending ’ 


‘of wholesale bombing of - civilian 
populations—which assumed alarm- 


ing préportions ‘and: was arousing: }- 


widespread indignation - both - ‘here 
-yand in “other countries—by * bring- 


ing to ‘bear on: such cages, the re-|- 


probation of the public opinion of 
the‘ civilised! world. 

Various ‘difficulties -delayed: ‘over 
miny montis’ the constitution ~of 
the Commission, whirh’ ‘it had‘ been 
hoped’ at' one-time’ ‘would’ be" Inter- 
national in character and persdnnel. 
—British Wireless. 


“ROYAL stTORS 
“IN CAIRO 


Londen, To-day.” 
A Cairo © “press message,: report 
the arrival in Egypt of the Duke 
and Duchess of Gloucester, who 
are-on' their’ way to Kenya. 


rma paON | 
“wo SHOWS FOR THE PRICE: OF ‘ONE! ee 7 
On The ‘Screen: - ae 
LOVE INTHE “BIG HOUSE”!, MURDER. IN’ THE CELL ‘BLOCKS! 


Their Highnesses flew from Port : 


Said ‘to Alexandria. 

Later they called on King Far- 
ouk' and took tea at the Palace. 
' To-day after spending the . night 
at the British Embassy, where the 


Acting Premier is attended a din-|- 


ner in their honour this evening, 
the Duke and Duchess will leave by 


an Imperial Airways liner for Ken-} - 


ya.—British Wireless: 
Es errno 


During. the week ending at 8 a.m. 
on Saturday, the 18th inst., there 
were altogether 19. traffic: accidents 


in the Colony. as the result oe which | .. 0 


62 persons were: injured. . 


a (i 


gd 


s 


A DARING REVELATION OF A WOMAN'S 
FREEDOM IN LOVE ! 
‘Lots of girls could Love like her 
But how many would) dare ! 


BETTE D AVIS BEWITCHING AS YOUNG. LOVE- 


AND AS HARD TO EXPLAIN! 
in 


“EX- LADY” ue 
with 


, Gene Raymond 
Frank McHugh — 
Monroe Owsley 

Claire Dodd 


A Warner Bros. Picture 


NEXT CHANGE 


Warner Bros. 


Picture Josephine Hutchinson — Pat O’Brien — 


"STE RADENT" 


~ HAS. MADE THIS CHANGE 
~ FOR. THOUSANDS . 


dn the 
“teas 


"Remember when you first : ue : 
dentures ?. Pisa you fine got your aa 
‘and wholesome, with. faa heer : 
looking teeth. ion 


' | Look at your plates pando | 


the. same? 

. coloured and 
obviously artifici - 
eg aly hee Ee 
look exactly like new; and they canbe 
kept.to by the use ‘of  Steradent,’ anew 
Oise see bea ae | 

0,000 
See aia on ea 


uly stain 


“Ste sdent™ cis Tupet eth beta 
Se Limitep, HONGKONG. - : 
ARNING :R U 
TERRI cnet eed el 
ropalr... Use * Steradeat* ed pol gy ‘no chances. 


» “Oil For The Lamps Of China”. 


: = ates CHEMICAL sonaas 


VIOLENT LANGUAGE BY 


DEFENCE LAWYER IN 


In opening” the case e for 
against 
Hines, 


the Tammany 
the New York District Attorney, 


NEW YORK TAMMANY CASE 


New York; To-day, 


‘the-State of New York 


‘Hall ‘chief, James J. 
Mr. . 


Thomas Dewey, told the jury that the “ utch” 
Schultz. gang had advertised throughout the 
underworld that Hines was the political protec- 
tor of the multi-million dollar policy racket 
(the Numbers Lottery), 

Dewey alleged that defendant was present i in 1982 
when the Schultz gang planned . to take over 
the policy racket, which was then operating on 
a small-scale, and said that Hines was able to 

_show Schultz that many “policy” cases were 


thrown out of Court, 


staged “perfect. raids.” 


The prosecuting attorney also 
asserted that “Dutch” Schultz took 


-lover the racket by the use of. gun- 


men, beating-ups ‘and murder. _ 
After organising the racket with 
political protection, Schultz har- 
vested over $45,000 daily during 
1988, or a total of about 20 million 
dollars for the year. ‘ 
It is said that Hines 
$500 weekly in. cash. 
The’ defence ‘lawyer, Stryker, 
denounced thé District Attorney’s 
accusations as: “diabolical false- 
hoods” and said: that - the whole 
case. had been “saturated with the 


received 


tbe :the guest: of: honour at 
‘|scale ‘Soviet Russian periel 


Stryker added: “This filth “does 
not qualify as legal evidence,” 
Reuter. ; 


ARAB B ATTACK ON 


POLICE STATION} 


London, To- day. - 

Yesterday’s telegram to the 
Colonial Office from the High Com- 
missioner for Palestine states that 
on -. Tuesday morning, Second 
Lieutenant R.-F. H. Griffiths of the}, 
Manchester Regiment was fatally 
injured when. a-land mine. explod- 
ed. under.-a military lorry travel- 
ling on-an unfrequented track ‘in 


. | the: Acre sub-district.. 


Two soldiers. of.-the’ same. | ‘Reai- 


{ment were. injured - ‘by ane ale 


sion. 
Shortly before: midnight an arm- 


ed party estimated at 30 men. 


penetrated the ‘Nablus’ Urban 
Police Station and ‘stole four rifles 
and some ammunition. . 

About the ‘same time, 
Labour, Camp at Athlit was attack- 
ed by a gang which © abducted” a 
Jewish ~ Police ‘Inspector ~ and . his 
wife; three children’ and_his;°® 
mother-in-law ‘and ‘stole two rifles. 

During “ the attack the British)’ 
Inspector and one Arab Warder 


: were | wounded, fsblane Wireless. 


the Jail . 


although. the ponte had 


, , 


COL. AND MRS. 


/LINDBERGH 


IN MOSCOW - 


: “ Paris, To-day. 
“Colonel : Lindbergh who. is travell- 
ing to Moscow with his wife arriv- 
ed. in Warsaw yesterday according 
to the papers here’ which state that 
the famous American airman: will 
large 
man- 
oeuvres. . 
Precautionary _ measures’ have 
been taken by the Soviet authori- 
ties to prevent the public breaking 
the cordons in their enthusiasm 
when the visitor. drives through 
the streets.. Press representatives 
will be unable to obtain an inter- 
view. -—Trans-Ocean.... 
Moscow, To-day. 
“The: Lindberghs landed. at the - 
airport here at 8.80 apes time. — 
Reuter. ts > 


* NORTH POLE AIR ROUTE © 


Warsaw, To-day. 
_Colonel Lindbergh's Moscow visit 
is. under - -auspices of the: American 


4 Air Transportation Company, ' and. 


while in Russia he will discuss with 
Soviet aviation authorities the pos- . 
sibility. of establishing. a: Polar Air- ‘ 
line’ ‘between Russia ‘and. America. : 

“The Polar route, which is regard- 
ed: as ‘highly, significant: by’ Soviet. 
Military. authorities, would pass 


over. . the. Barnes: Strait—Trans-~ 


Ocean.. 


- Six months’ Minprlauunnaie 3 hua - 
12 strokes were meted out‘to °.Tse — 
Lo, aged 26, for the theft of a pair | 
of:-gold earrings,’ from’ ‘Ho| Kui, a ae 
50-year-old -widow;. at Tat. Wong: i 
Street oust ae ae 


Prague, Today. 


Negotiations between the Sudeten Germans and 
Dr. Hodza and the Political Committee of the 
Cabinet, opened at 4.00 p.m, and_ was still in 
progress at 6.30 p.m., yesterday. . ae 

The Sudeten German attitude is that while they do 
not accept the Government’s minority propo- 
sals, they do not close the door to further nego- 


tiations. 


It is understood that Dr. Franke and Dr. Sramek 
were not present at the meeting, by pre- 
arrangement, but their absence is significant 


in view of the fact that they. have hitherto led 


_|mands of Konrad Henlein. 


Opposition in the Cabinet. 


The Sudeten Germans declare: It is semi-officially stated that | m 


“Firstly, that the Government’s 
proposals are inadequate; second- 
ly, they object to ‘the presence 
of Members of the Parliament- 
ary Committee at meetings be- 
tween themselves and the Gov- 
ernment, . 

. Dr. Kundt, during this  after- 
noon’s' meeting, went to some 
length in reviewing the Govern- 
ment’s proposals and repeated the 
view expressed in the Sudeten Ger- 
man memorandum that the Czech 
Government’s conception of the 
State was a Czech National State, 
whereas, according to Sudeten 
German conception, it should be a 
State of -Nationalities with equal 
rights for all. ; 

‘Dr; Kundt” paid tribute’ to the 
conciliatory spirit shown by Dr. 
Hodza, but claimed that the Gov- 
ernment’s proposals did not meet 
the wishes and claims advanced by 
‘Herr Konrad Henlein in his 
Karlsbad speech. 

Dr. Kundt stressed’ the import- 
ance of first’: reaching an agree- 
merit: -on“the- questions: of. prin- 
ciples, whereafter, he said, the de- 

. tails would solve themselves. 


WIDE GULF 


Although the result of the nego- 
tiations so far had shown that a 


the conversations between the 
Sudeten German Leaders and Lord 
Runciman have had a happy result 
and that the tone and presentation 
of their case had been considerable 
modified so discussions could be 
held calmly and objectively. ; 
‘The situation of the Government 
is stronger than ever and if is thus 
possible to take up a more favour- 
‘able attitude. to certain Sudeten 
German conditions which had, hit- 
herto, been regarded as being: out- 
side the scope of the discussions. 
DR. KUNDT’S ASSURANCE. :: 


PLAN DENIAL 


; London, To-day. 

Official quarters have issued a 
sharp denial of the report pu- 
biished_ in London’s . newspapers 
about the alleged intention of the 
Government to abandon the plan’ 
i a threefold partition of Pales- 

ne os d 

It is pointed out that-the Wood- 
head Committee has not yet con- 
cluded. its labours.—Trans-Ocean. 


eae 


“Although our conversation with 
the Government has shown that the 
cleavage remains the same as at 
the outset of the © talks, we are 
nevertheless. still prepared to dis- 
cuss how to.solve. the Nationality 
Problem and thereby to overcome 
the crisis facing this country, by 
having recourse to a practical .~ re- 
organisation of. the State on the 
basis of the eight Karisbad  de- 


COMMON PLATFORM. 
“After a lengthy resume of for- 
er conferences, Dr.. Kundt declar- 
ed that the Sudeten German Party 
is ‘willing to include . represent- 
atives of Government Parties in 
the negotiations although it was 
formerly agreed to exclude them. 

Analysing the differences between 
the attitude of the.Government and 
the Sudeten German Party, the 
speaker emphasised that: agreement 
upon a common: platform must be 
achieved before negotiations © on 
details can begin. o 

We believe, he declared, that be- 
cause of its’ composition,-Czecho- 
‘slovakia can never become a nation. 


affairs, and to furnish leaders. 

You accord to other ‘ethnic’ groups. - 
subordinate positions only and: 
hence you look - upon the Sudeten 
Germans. merely as a minority; On... 
the other hand, we desire and de. . 
mand a State construction: which 
will not threat us as a minority: 
We want the German ethnici\group 
to be definitely recognised’ as a. . 
completely equa] partner of the © 


Czech people and its ‘political and: °°: 


legal equality to be assumed.” i 
In this connection, Dr. Kundt — 
mentioned that the Government. 
had rejected the Sudeten German 
proposal to give. full legality to 
the bodies’ elected by the Sudeten. 
German group. - a 
. MAJORITY DECISIONS 
“Your proposals”, he emphasiz- - : 
ed, “would result in the. retention: 
and strengthening of your domina- 
tion through the channel of major- 


: jity decisions, even though the. pro- 


cess did ‘hear the title.of the | es- 
tablishment of self-administration. 
We .do not . go: tothe extent of de- 
manding a destruction of the Cen- 
tral Governmenit.”. °° 

He went on to déclare,. “now. do 
we insist upon’ abolition of the im- | 
portant central authorities, but. we 
do demand such’ legislative: mea- 
sures as will: guarantee National 
groups a voice inthe Central. Par- 
liament ‘and representation in State 
Offices, Ue Se 

What you propose is merely a 
camouflage for: self-administration. 
You see in~Czech' supremacy tha 
very being and vital law of, this 
‘Republic, whereas we regard such | 


Dr. Kundt,“in the. course of his|in the strict sense of the word, but|® Situation as. unprincipled. and im- 


speech, declared that the Sudeten 


must remain a State of National- 


practical, and’: as a ‘source’of con- \\. 


Germans were prepared to continue ities and must develop’ accordingly, |Stant.menace :to’ the ‘pgace ‘in Cen: | 
the talks as long-as' there was a]The principle of equal right to ali|tta! Europe... este : 
peoples. and. groups.is not. actually.}-..... YY F 

recognised in the pressent. Nation-| - 


chance -of. reaching. an agreed .solu- 
tion, or. until it was clear that their 
efforts had failed. : : 

He declared the hegemony of the 
Czechs was immoral and a. perman- 
ent danger to European peace. — 
Reuter. - Ten : 
TO. MEET AGAIN. 
: Prague, To-day. 

- At-:thé close of yesterday’s meet- 
ing it was arranged that Dr. Kundt 
and Dr, Hodza should meet on Fri- 
day to fix a date for the next meet- 
ing. 

‘Acsording to an unconfirmed re- 
port, Herr Henlein and Lord Runci- 


alities Statute, nor is a corréspond- 
ing revision of State organisation: 
proposed. _ cee a 
The only: step in this.direction 
is the reference to the principle of. 
proportionality which has inciden- 
tally hitherto not been applied. 
Twenty years of ‘experience have 
revealed, that this principle has 
not advanced; beyond: the theore- 
tical stage. a 
THREAT TO PEACE 
Declaring that the internal sit- 
uation as result of the friction be- 
tween the different national groups 
has developed 


4,European peace, Dr, Kundt, assert- 


"Prague, To-da 


‘the -Sudet 
siterday afternoo: 
this lengthy. decta’ 


ed that the proposals of the -Prague 


political | Germ 


the. ne 


t 


German |toriomy” 
me 


at. att 

roposals® 
becuse. 
dt 


into a threat to 


. |pose this State, whereas ‘you, on:the 


contrary, do. not wish even to re- 
cognise-.the non-Czech ‘peoples’ as. 
constitutionally. qualified groups in -- 
the structure of the State." - 
Criticizing :the : proposed Jan- 
guages ‘Law, Dr, Kundt pointed out 
that, except for. minor changes, it 
does not differ from -the existing ‘ 
law and merely endorses domina-. ~ 
tion of. the Czech language. =. 
. Proposal of the. Government that 
consideration of: economic, ‘social: 
and : financial affa 
made- over.to a spe 


"MUTT AND JEFF 
Fm TIRED OF PONS 


LA | (ARTHAS NOTHING MUCh | (aaRrnAn 
HOt RI AND COOKING }} |- TO Look AT-BUT'L > 11 DARLING, 
peer meace! I'm. 4 |} GUESS gte's.ABOUT TAE-} { wit. q 
GONNA ASK MARTHA f: “ ONLY DAME THAT. AE" 
To MARRY MEL Y~- 1" WOoULDAAVE ME- 


f HERE-AT LAST! 3 YEARS TO MAKE! 
The entertainment event the world has been. 

_ anxiously awaiting! Pearl Buck's. prize-winning 
novel...now an immortal picturel Thousands in 


its mighty cast! A fortune to produce! os 


THE 


“WELL, WHY DONT?) | sac 
YoU SAV SOMBTAING? J. Ff, NEVER MIND — 


HE DAILY SHORT STORY i 


PReQeentLy it’s the most simple thing. on Adam. “We know he stole 
things that reveal the identity of the money, but we can’t prove it. Now 


‘a .eximinal.. A quirk of nature. -A if the-court finds Adam innocent, then, 


human trait. A virtue. A’ vice. - according . to the terms of his bond, 
" Consider the theft of the tax money. we'll have to give back the $20,000 the . 


‘lEveryone knew Adam Perkins was the bonding company’s paid us. It was 4 
‘Sithief.; And it seemed “he didn’t care criminal. bond, you know. ,Well, the. 
[ranch if they did.know it, he.was that way I figure it, we're batter off with 


: . ss ‘ Adam out of jail and $20,000 in our . 
amug,, that sure of his own security. cpockets than’ be ving Adam it jail an t 


Adam had been tax collector for nine nothing. in our pockets.” 
years. In that time” he‘had filched ‘The selectmen thought this over and 


$28,000 from the, town. A little at a decided it was Lenco dees oe eae 

Bee . ‘ : 0’ ro ‘ 

time. Driblets. Not enough to arouse petits ee ede he ‘of if we let him 
suspicion, And since he was ‘keeping’ go tree ivll net a pee paces oh al 

: d besides, this here comm! 
oe eae ks and folks generally tease be the laughing stock of the nation. 
lin-his honesty she gat away with it “So they postponed tha trial and i 
nine ‘years z orted a tamous detective from bos- 

iii ai coal aa : tone "But after a week the famous de- 

‘Then there came a day when. Bessie tective allowed that. it looked to him 

\Thayer, .Adam’s assistant, came ‘into ae Tig eee eahere 2s apie 
‘the affice one. morning and found Adam Gould find. 4 rey guilty. : 


unconscious on the floor, a ~sizable or : 

“at: . Hl, .it med that the town was 
bump, on his head. Bessie cpiled Bie bs out, $20, 000 and Adan 
4 Henry. Cartwright, the town clerk. Bes- ’erkins mas going % ; oa mand able 

: . = + « e: + } us 8 ; entu 
ah cured iia apne Adam. to PNamn. Scott ihad’ engaged in, which 
said he’d worked late the night before, 4, orecting a hotel and 1odge for the 
as. usual; Shortly after midnight 8 winter, sports visitors who swarmed in 
masked man had entered the place, on the Village during the cold months. 
knocked him’ on the head, and that was ~, It probably would have worked | out 
*" that way, too, if’Thad Fairbairn hadn't 


the. last. he’d known till, just now. ~ 


- The safe door was open.” They look- 
ed at the cash box. Empty. Henry 


Cartwright summoned Thad. Fairbairn,’ went, down and: arrested Adam Per- 


the one and only town policeman. -*#ins, "and -this: time he-had -the-stuff.. -. 


An investigation was conducted and 


. beens Yankee, too, reat jusb as smart 


as Adam: Perkins. ad. figured and. 
figured and fretted and fretted. ° Two 
weeks, & month- passed, then Thad 


that would convict him. 
A second. trial was held, and right - 


oo howith 


‘|that investigation revealed the rather at the psychological moment in walks 
startling fact that every year for nine’ Sam Scott and testified that Adam had 


-- By James Freeman 


-S MAUTER CONNOIL 
HARLEY GRAPEWIN, 


eo Novet by Peart S. Bick 


bit short. “Folks. looked with _ suspi- 
joe dapted 
end Donald Wavis .» Directed by.St4 


-Icion: at-Adam.: They figured that. he 


\to: begin’ asking -him ‘questions, which 


4was::why he ‘had. concovted: the “fake, 


holdup. But Adam anticipated every. 
move that the investigators made. ‘He 
told ‘a story about storing cagh’of part- 
ly paid.taxes inside the safe and de-. 
: | positing: it:in.lump,sums. --He told any. 


xe 


Yon’ 


stuck':to-was: about being knocked ‘ on. 
[the .head:-when there was a sizable . 


va ‘the :tax-money" had been a little i 
‘lodge and hott and likewise Adam had 
to 


huts, wy [felt that right soon ‘some ‘one. was due. provided the fimds. -— 


 Dhis was, enough for the jury. They — 


number of stories, but the story ‘he: 


ut tip ‘the: $15,000 needed to build the 
‘mentioned. 
payers wharhad, jn roundahout way, 


shim ‘that: it, was. the ‘tax- 


convicted: Adam and. gave him |: 

years ‘to’ think "the ’sittietion ‘over. Wis 
for Sam Scott: Thad Fairbairn’ accost- 
ed Sam after the. trial: and. said: “Sam, 


I reckon I. owe-you an apology. Adam 


didn’t tell -me.he was,.fixing..to filch 


you out of your share of the hotel lik 

i-said: Nor did he ‘mention: it’ was 
Hotel and” that You: might Gave. bes 
the jigger.who.s itche Pel aael 


anitched the. funds.from 


‘}amount 6f money in the cash drawer. fant safe. That, was a job I put up on: 


‘| He said he guessed the thief must have 


‘ou just to:get you-to testify.” You 


see, -we couldn't -have .Adam' running: 


}been‘énitching sioney from: that. cash ,Around -s0 -smyg.: ant-free, .aud.. that 


| drawer off and on-for nine years. Thad 


‘trick was. the only..way. I -could. think.’ 
of ‘getting . evi 
Fairbairn agreed that must be tho -responsible fo 


dence to prove he wag 


+} case,‘and if-Adam.- didn’t mind would he committed Be cree everyone anes 


‘the kindly stick iout:his paws while Thad 


-—] + Adam: waa. 
| the; bonding c 


"built. 
piness. 


Badly Harassed: ‘In! 


Night Raids 


( Fighting i is still in progress 0 
banks of the. Yangtse, with the Japanese con- 
tinuing in their attempts to land troops above 
Kiukiang for a drive on J uichang, according to 


Hankow, To-day. 


m the north and south 


a Chinese military communique. 


Six Japanese warships off Kingkuo. steamed up 
river in the morning and heavily shelled fhe 
Chinese positions guarding the south bank of 
the river in the vicinity “of. Chihu. 
to land vos were, however, repuls 


Chinese. v 


The Sipaviees at Huangmei, on 
the north - bank, it is asserted, 
launched a counter-attack on 

. Chinese positions, but were” re- 
pulsed. 
After repairing the _ bridges 
and highway ‘between Chienshan|_ 
. and Taihu, the Japanese at 

 Chienshan, it is stated, sent} 
several truckloads of _re- 
inforcements in the direction of 


General 


FRANCO NOTE NOT| 
YET IN LONDON 


London, To-day. 

“AS ‘already reported, the reply of 
Franco’s . Administration 
to the proposals of the Non-Inter- 
vention Committee for withdrawal 


Attempts 
ed by the 


: —Four HORSES—, 
STUNG TO 
DEATH 


Berlin, To-day. 

Four horses drawing a thresh- 
ing machine were stung to death: 
by infuriated bees near the. West-. 
phalian town of Borken. | Two 
Peasants who - tried’ to help the. 
plunging horses were also badly 
stung. 

‘Phe bees were’ swarming and it 
is. supposed that one’ of. the’ 
horses tormented: by the. flies’ 
snapped at a- passing bee and” 
thereby. aroused the wrath of the 
whole swarm.—Trans-Ocean. 


SHANGHAI ARREST 


Hankow,. To-day. 


policemen of: the bogus govern- 
‘[ment, in: mufti,: were . arrested 
while’ searching the Hua Hsin 
Printing ‘Press..in Haining Road 
in the ' International Settlement 
yesterday. morning, according toa 
Shanghai message. , 


A. . Japanése and four- Chinese 


The. Japanese was: later handed me 


; ene 
|WaTcH WIPING.. 


OUT OF WHOLE 
JAP. GARRISON 


*. =» Nanchang, To-day. 
The inability of the Japanese to 
make ,any headway. on. the-south 


| Yangtse’ front was ‘ further confirm- 


ed by foreign refugees arriving in 
Nanchang. yesterday from Kuling. 
‘One foreigner said to Reuter’s 
representative: 
are at present assaulting the Kit- 
ling mountains several times a — 


day, ‘but ‘are being ‘driven back - 
-{with heavy -losses. Ree 
“From a vantage point on ‘top ae 
we foreigners | 


of a mountain, 
witnessed a remarkable: engage- 


ment a.week ago'to-day “when —— : 


the Japanese garrison .iifia small 
village some. miles’away was 
surrounded by~: the * “Chinese. and : 
entirely wiped out!. * ; 
“It-: .was' impossible - ‘to ascer- 


“The Japanese . ° 


“Taihu. from § 
Pain of non-Spanish com- 
Chinese artillery in” the hills, batants, whish has already been 
however, subjected the Japanese accepted in principte by - the 


over .to the. Japanese gendarme ‘tain’ the. exact numbers killed, 
headquarters and the four Chin-}-but. there. must:-have:' baen at. 
ese to the.First Special District] least several! Hundreds: ees 7 Reu- ; 
Court, —. Central News. eure ter. a 


NEGRIN LEAVES 
SHU eo “BARCELONA 


; e Paris, To-day: : 
: _Hankow; To-day. te is. 5 reported’ from Barcelona 
Owing to heavy: damage ‘to-;: the that’ the” Prime: Minister, Senor 
track and bridges caused: by. Chin- Negrin, hi AB ft ‘Barcelona : for 
ese guerillas, the train service: ae ‘Zurich: wher he; “will” attend” the” 


ae eiae -Con— 


trucks to a heavy bombardment, Spanish - Government, ‘has -been 
andieting heavy damage: Jhanded .to the British gent at 
Burgos. 
: NIGHT RAIDS ' The note has Hot yet, however: 
At the same time it is report- been received in London and the 
‘ed that small units of Chinese substance of its contents has not 
troops’ constantly \harassed’-the| so far been disclosed. — , British 
‘Japanese forces with. night raids. Wireless. ; 
Se foes sn ad south-}' : 
west ‘o ansi, which are at- 
- .tempting to reach the Yellow “COAST SHE! “SHELLED: 
River crossing at Yungchi, are at ’ 
present. said to be engaged : by} _.. Chungshan,. Slee 
‘Chinese between Lingcheng and A “Japanese warship an i wo 
-Yungchi, where fighting is stil]|pinnaces’ shelled and macl ine- 
in progress. — Reuter. gunned © Heungchow in the 
; Cheungshan district _ yesterday. 
: CLOSING IN_ No damage was caused. -— Cen- 
AT HWANGME! ts 
‘Shanghat To-day. 
Positions of both Chinese and. 
Japanese forces along the . north 
bank of the Yangtse are unchang- 
ed with the exception of the 
Hwangmei ar ea, where the Chin- 
ese are reported to be closing in 
‘on the city, according to mes- 
sages received here early this 
morning. 
. The Japan are’ making no |. 
‘progress at Tashuhsia north of 
“‘Chihu Lake, where.-they . have 
.been halted by- 


‘that region, but all-attempts. by} 


‘the Japanese to dislodge : the} | 
Chinese from their Positions’ have ae 


Chinese artillery: ‘batteries 1 have : 


: begun’ ‘shelling. fhe. ‘Ss 
'" ‘poats. ‘on, the*! 
terday morning," laa 
' ‘planes. are: Lan r 
..the vessels. — oF (Uwe 


d of xeiph 

the. inilliongixe~ inyest- 

o> ment. ‘broker “and: philaniegetst rae Cos 
: ‘Renter. : ; 


te ‘The, death : Ne -OCCURTE 


‘Lewisohn; ::. 


the Chinese. 2 oN 
Fighting is continuing fiercely in| - 


we 


sar y 


UNRIVALLED ~ 
BATHING FACILITIES | 
~ CABINS DE LUXE . 


‘; .. (providing. accommodation for; 12. persons) 
: ‘Week-ends & Holidays 910. 00. per’ sey 
00 


a pice days sees 
ts / Eeeyala 


servatl ondit ; 
az and holidays ‘effective. at the: 

kong: Hot: el ‘Reception -:Office.. 
cuB 


Yoo) Bandon Offices 27 | 
-|9, Garrick Street, London, W.C.2. 
ae) a + Notice fo Contributors. - =a 
a : Berens a: gs 4 | | ds (AU communications t nded for), 
ae a: mm ae | publication. should be: addressed to, 
mer we SRS ik paccgeey epaee wens Te ae the Editor; and be accompanied ‘by 
‘ @ good thing too far! : | the Writer's Name ond rebel 
Oe ee renee ee eae | aot necessarily for insertion but as 
Wherever-in the world men toil and barges os ar a guarantee of good faith. — 
- goes Whitbread’s Beer. Sometimes it travels by . _ Subscription Rates.» 
ee ae 3 Months 72.-.. HK$ 9.00 
6 Montha +. Bee op 
a t.but it . One Year ....-- H.H.$36.00 
dhow or by ox cart, but : ; "Postage ‘Abroad’ E: fae teen 


: elephant, sometimes “by camel, sometimes by 


always arrives in perfect “ ee ‘iver 
wiima contigs? ee Kong, Thursday, Augs-18, 1938 1 

‘And wherever itis kept. 

it keeps—the last of the a 


“ dozen as fresh as thé fist. ‘ 


ITB R EAD’S 7 ae ar Le ods) da: Silomatic “incident.” 
-SUPERB PALE AL ES. be 2 i: in his. book . 
a SOLE AGENTS:— : a 
A. §S. WATSON &. co., -LTD.— 


lity; moreover, 
to the’ British 


ie : THE SEVEN NEW WONDERS i ch 


OF THE RADIO WORLD” 


| She 


oe 


MULLARD EXPLORERS [fons (eet 


ning; 
t Ing; 


A.C. $2202. 
_ AC/DC $250: 


lie want gM 6-VOLT | 


elect Wa] BATTERY $270: |th 
f ? ee ce \jonly: has the S 
.. the affair with 
‘tthey have brou 
:  }HE- ANDERSON MUSIC. :CO., LTD. 
ICE: HOUSE STREET. 8 : 
|G IMPORTANCE !. 
ae ne fe: - World. F mous. Spectacular | ae oe ) 
fT as marvels, Kimian Singers & Dancers bot en [que 


da.) from 
at least: 


farmony, Dancing, Sensational | 
q in their Cossacié Bate _ Med; with,a concealed coat | fomenting. of 
ee Lege of Folklore, is ; ends i : childre: 


Most Expensive | Warr 
In Nation’ s. History 


cae) 


Frankfurt, To-day. 


“Japan: is now: waging the most expensive war in 


her history,” writes . 


“Frankfurter. Zeitung,” 


yesterday; in the course of an article: dealing. 
with Japan’s financial situation. - 
The paper recalls: that the Sino-Japanese . ‘War of 
1894-95, cost 200. million yen, the Russo-Japan- 
Bese War of 1904-5, about 2 million yen and 
that the conflict which broke out i in. connection 


with the “Manchurian Incident,” 


in September, | 


1931, necessitated an expenditure: of between|.. 
1, 400 and: 1,500' million yen.: 


The- paper goes on ‘tp say that if 
the present war continues for 
some ‘months, costs: will be four or 
five times as high. Since the out- 
break of war with: China in July, 
1937, the Japanese: Government 


current national revenue within 
‘the next -12 months. To. ‘achieve 
this. aim, “savings” are already be- 
ing compulsorily deducted from the 
earnings of every Japanese citizen 
and extensive reductions imposed 


has been authorised.to spend 7,400|on consumption.—Trans-Ocean. 


million’ yen on purposes: connected: 
with it and this. sum, it'is anti- 
cipated, will . suffice to cover war 
expenses till March, 1939. But, 
according’: to “the “pyankfurter 
Zeitung,” even if this fact. be taken 
into consideration; : and even. .ad- 
mitting that between 1981 and 
1934, the ‘exchange: ‘value of.yen' 
decreased by” ‘two thirds,‘ and that 
wholesale prices‘in Japam:are to- 


' day at jeast twice:as high as’ be- 


fore the outbreak of war, it is‘ none ij 
the less incontestable. ‘that ° ‘Japan |’ 


never has’ been ‘confronted by ‘such. 
a huge financial task~ “as is: now 
facing’ her. 

The sum of 7% 400 million yen, 
which the war-is: ‘provisionally e8-| 


timated ‘to cost; amounts to con-}- 


siderably more than one third: of 
the national income, 
-1937--was -18, -or. according to the 
most. optimistic” calculations, 20 
millions of yen. 


INFLATION CERTAIN: 


- The ‘“Pyankfurter Zeitung,” goes 
on:to say that even if the war bud-; 


which in} 


get should not exceed: the estimate }. 


- of: 7,400 millions, the balance: of 
4,700 millions would-‘ have to’ ~ be 
raised before March, 19389. On ‘the 
other hand, ‘the. capital. required for 


- the industrial..development of. Ja-|- 


pan is estimated by the - -Bank -of. 


Japan, at.6 roiion:: tyen for _ the _ 


present®: year ‘alone. eat 
The paper - says: that: in view of 
. these sums, it is ‘evident that mere 


.. control of prices and: ‘of ‘the capital 


market, will not suffice , to prevent tee 


inflation.’ “. Hence. ‘the’. Japanése 


Governrhent’ has created a National nee 
Savings Fund into which’ it hopes } 


to divert 8 millions of yen ‘from 


CHING 
GENERAL TRA 


AGENTS 


NATIONAL 


_ SERIOUSLY 
INJURED || 


Ber lin, To-day, i 
The Dutch ‘Minister to Berlin, 


Dr. Ridder Van. Rappard, was 


rushed to hospital yesterday with: 
a fractured skull and internal in- 
juries, received‘in a motor. car: ac- 
cident last night as Dr. Rappard 
was returning to Berlin after” a. 
visit to Holisud Reuter. Rg 


BOT. INDEX 
OF PRODUCTION. 


“London, To-day. 

The Board of Trade index of in- 
dustrial activity in the June quar- 
ter was 7.8%. less than in the pro- 
ceeding quarter and 8.7% less than 
in the: second quarter. of Jast year 
—the latest index number based 
on the quarterly ‘average for 1930 
being 122.1—British . Wireless. 


. Jtish Wireless. °. 


~ FLYING BOATS 


*" London, Today. 
Wei is” “expected ‘that the “Cabot” we 
— first of eight strengthened Em- - 


pire’ flying . bouts’ now in construc- 
tion :'for the: “Imperial: Airways, - — 


Swill: emerge ‘from th the Short factory 


very” Soon, - ; 

‘She and her sister craft canbe 
loaded to a gross weight-of 58,000 . 
pounds, 12;500 ‘pounds more than . 
standing: Empire flying boats and. 
may be -fuelled “in midair. 


They. will: be employed on trans- :. 


Atlantic¢ - ‘flights and over the. 
Tasman Sea between Australia and 
New Zealand.: ; 
The “Cabot” is listed’ to. nike 
two return flights between Eng- 
land and‘ New York, going--by:.way 


of Foynes, Botwood-and Montreal. . 


hefore the end of Octobe ~Bri- 


Wg “Until we “actually” ‘experienced an. ale ot 


ie trip— enjoyed - ‘the: 
depehdability “ 
were: sgainst 


comfort, : speed - and 
f- modern: — air travel— we Ht 
‘husbands. flying. But 


"HOW, We: urge. them::t0° travel by airs 


AVIATION 


I ae 


fi 


business, or pleasure, cs 


‘CORPO OR ATION 
yma Ee Ea 


-. fussy .. 
... but I don’t see : 
: why, at my age, I. 
_ should put up with 
second-best...For . 
instance, I’m fond of the theatre; 
*. but, believe me, Yd rather stay away 
: than’ see an indifferent play. Sere 
. ... So that’s why, when you. 
.. offered me whisky, I asked you 
- _ to. make mine a White 
Horse. I daresay some men 
hold that oneScotch whisky 
is as good as another. Well, 
when they know as much 
_about it as I do, they will 
think differently.” ; 


WHITE. 
~ oe Whisky © 


You can tell it | blindfold! 


Sole “Agents for South China 2 Jardine. Matheson & Co. Ltd. 


-{mine by the 
_| University City. - 


ORSE — 


~ SHELLFIRE 


‘ : ~Madrid, To-day. 
Ten are reported killed and 23 
wounded when the Insurgents heavi- 
ly shelled the capital as a reprisal 
for. Tuesday’s explosion of. a land- 
Republicans © 
_About 100 ‘bombs were dropped 
on, Barcelona: during. the Insurgent 
gir-raid. wm “ed : 
In. a town south of the French 
frontier,. four persons-.were killed 
and 17, wounded.—Reuter. 


-ANGLO-JAPANESE 


DIFFERENCES 


oes .. ‘Tokyo, To-day. 

The resumption of negotiations 
between -the Japanese Foreign 
Minister, General Ugaki, and-the 
British Ambassador in Tokyo is 


~ 1 considered: likely -in authoritative 


quarters here. Jia 
_ it is hinted, however, that an 
understanding with _ Britain: will 
be. made. dependent upon an 


-\Jundertaking that Great Britain 


will give the Chinese:‘Government 


oe : no‘ further “help, direct or indir- 


Bringing. Up Father... - 
ANB DONFr WANT TO | 


PRACTISE 


BE DISTURBED- 


also be expected to 


are taking prec< 
-, Supported by warships and aero- 
planes, . Japanese troops. 


ations. .. 
“ which]. 


landed at Kangkow,’ west ‘of “Kiu-| 


kiang; are still ‘making ‘great efforts 
to. fight. their way. ‘to Matou, 

trip of ‘land 
between the Riv and 
Chihu ‘Lake. 


under fy 


yeaterday. 
were sunk and 
suffered -heavy damage, 
Under a barrage laid 
warships, a:number of Japanese 


"invited to try 
. the machine g 


—o 


several warships} 


by- their] 


launches have ateamed Into Chihu] 


Lake. 


Their intention is,-appar- na 


ently to land troops at'points on}. — 


the shores of the. lake...’ 


No change has taken place north|.. |: a 


of Juichang where the Chinese ‘and 


Japanese troops are. still holding 
out against each other in the range 


‘lof hills—Central News... : 


a TT La TD 
co-operate in preventing the Bol- 
shevisation of China. —— Trans- 
Ocean. . ; ; 


we LONDON REPORT... ule 


fig _ London, To-day. . 
A report. is in circulation -. in 


British political circles to the effect| - 


that Sir’ Robert Craigie will 
shortly resume. ‘conversations on 
various outstanding issue’ affect- 
ing: Anglo-Japanese 
Trans-Ocean.... 


DURABLE | 
Be "MANUFACTURED: SY 


2" RING'S “ROAD; HONG KONG,: TEU: 31600-2 |=. 


(NO-1| GUESS LL . 
“TRY 


TTrIC- 


A Lt.” 


2 IAT: Wilke. |. os 
NOT HELP-1 HAVE Jou 
LONE HOPE LEFT-. 


(PZ 


relations. —|_ 


sage ” ‘SPORT. SHIRTS | 


| MADE FROM THE FINEST COTTON THREAD © 
ee WHITE: AND COLOURS. ege: 


- Bargain price $] -95 each 


°This price may not be repeated! 


] 


ALL “BOTANY” po aia SWIM SUITS: 
I 


INE GUN GIRLS. During an Army “At Home”, held near Paris, women guests were AND GENTS’ M TRUNKS AT 


r hand at machine gun firing with live rounds. Photo Sshows—Thi ; ee 
8-easily as a sewing machine, although her watchers put their is Foun ee i : GIVING-AWAY cua 


eng 


' 


matinee) YEE SANG | 
Consult vas ‘COMPANY, ‘LTD. 


The Newspaper Enterprise . 
: Ltd. face td KING’S THEATRE BLDG. eT TELEPHONE. 21366.. 
ING KONG HOTEL GARAGE A, Wyndbeh 81, mars: x 


Servicing Agents For - : . io ital m 
LUCAS, .C.A.V. ROTAX a i | Snare _: mine eae 


Electrieal Equipment For ; ae ae a | . “ BELIEVE IT.OR NOT ” by Robert L.. Ripley 


= 


REPAIRS & REPLACEMENTS 
AUTO, ELECTRIC & IGNITION SYSTEMS 


~ Enquiries 


HONG KONG HOTEL GARAGE: 
oad, Phone 27778/9, 


3 —_ ‘ | ue ~ SIGNATURE oF 
oe aNEy ane : DOT WATERS. 
Y TO BUY A. 
PEWRITER! 


- STRIP. RIPED: PIG 


_ WHITE-RED-BROWN. 
Snes: Mbrihe CAPPS, Sallisaw 


ROYAL is THE pea 
Sole Agenta:— ma 


OFFICE APPLIANCE co. 


Bldg. “LIMITED -: Pel. 28607 | zs 
a SEEESA ee 


‘ge McManus" 


As 
ao 
Taw'y 


RAND: 


WAIPU TAS 


AEN UGK YF 


eat Mauritius, East and South 
L FORTNIGHTLY » 
STEAMERS 


'M. GOVERNMENT 4 
or off the route — and the route 
deviation with or without notice. * 


AL. SAILINGS 


Straits; Java, Burma, Gey 
ica, Australia, Red 


ANINSULAR & ORIENT 
DIRECT ROYAL 
be ade cone ports on 


All els m 
vessels ay to change ox 


and all sailings are subject 


Front * ‘ 
Hong Kong Destination 


About. 
20th Aug. 

Noon: 
28th Aug. 
-8rd- Sept. 
10th Sept. 


17th, Sept. 
24th Sept. 


“Ast Oct. 
8th Oct. 


17,000 


“6,000 
14,500 
6,000 


‘Bombay; Marseilles & London. ; 


Marseilles &: London.” 
Marseilles, Havre, ‘London, Hull, Ham 
burg, Rotterdam & Antwerp. : 
Marseilles, and 
Bombay, Marseilles, 
Hull, Hamburg, Rotterdam, 


_-werp.. . 

Marseilles ‘-& London. . 
Bombay, Marseilles, ‘Havre, . 

» -Hull,, Hamburg, Rotterdam. & 


werp. ; 
Marseilles & London. 
Marseilles & London. _ .- 
Bombay, Marseilles, Havre, 

Hull, Hamburg; Rotterdam 
_.. Werp. ; 


"CARTHAGE >... 
+SOUDAN..----| 


" 


RAJPUTANA..- . 


RANCHI 
+*BURDWAN.. aie 


15th Oct: 
29th Oct.” 
bth Nov. 
& 


EE 


$ Calls Tangier, 


~ sAaALCING> 
y 

rie ; : 
27th Aug. 
10th Sept. 
24th Sept. 
8th Oct. 
' 22nd Oct. 


 GBIRALA ©. Se 
TILAWA-....+-- 
SANTHIA. ...--: 


ALMA. 
SIRDHANA ..... 


Singapore, Port Swettenham, © 
Penang, Rangoon & Calcutta. 
8,000 


ou will feel.a’ new be-" 


Fishing, Shooting or 
ty, to ffer. you. 7 
Frequent connecti : 


>Manila,~ Rabaul, Brish; 
Melbourne and “BH 


‘4 D. a | 
+] 18th Aug. 


Straits, Colombo Bombay & Karachi. 


‘Air Mail for “Imperial Airways 


d letters. may: 
teamer Service, at 
ee a “WIA SIBERIA ROUTE ©: 
‘Letters: and:Postcards for Eurepe and South Ameri¢a 
Siberia?’ if. so auperacribed. on an ie wey 
anghai, Nanking, 
re temporarily suspended. ..- 


Haiphong ..---++-+*; 

Shanghai and Swatow’: 

Pakhoi lee elapse ecceamanseeeres <e'm 

Australia i Lhasa ee'eeereiete 

se eer Europe. via Si- 

_ beria..(Lon July)... 

Japan and .Shangh: .. Nal 

Hoihow | ; : : 

Air Mail ae ace 
Service’ August. 19. 
August 20. 


ec cccanesasesoarr sre reese 


Japan an 
Straits ‘ 
Saigon .ceereses 
U.S.A., Honolulu, ‘Japan 
(San Francisco—date, 
Straits 


G. 


Pres. Coolidge .-;.+++++++-August 28. 
umaeus jenegeeenec ede: AUBUBE 24 


emer 
G. Paul: Do 


———iTWARD MAILS 


Parcel Mails are closed 16 minutes carlier than the time 
otherwise stated, and where wails are advertised to cloae 
registered and parcel mails are closed at 6 p.m. ton the 


Per - Date, and ‘Time. © 


sss” Mathie > 
5 Registered and 
given below unless 
at or before 9 a.m., 


previous day. 
For 


U.S.A, C 
rope via 
for Cana 


Pansy sececeees 
B.C.,: 6th : Sept. 


Reg., 4s. +5 


ees eesecececessece voce. Tingsal .. 
, sil £ Direct Imperial . 
Service” —due London, 25th Aug. . : 


Haiphong 


ee : ia 
Air Mail for Malaya and Australia by Imp 
‘ Tmperig Airways Direct ‘Service’ 

e Sydney, 27th August. “aS 


Pa ee it ee 


| Indies ports; 
oS SBUENOS. Aires, .So 


a FORTNIGHTLY. EXPRESS 
_ SERVICES 


FAR EAST —INDIA —aTALy 
- Hong Kong — London 28 age 
; Hong Kong - — Italy: 21 days 1 


SCHEDULE oF SAILING FROM HONG KONG 


TO MANILA, SINGAPORE, ed re er 
COLOMBO, BOMBAY, "TO SHANGHAI . 
PT & ITALY ee fee fi cik ae 


on “C piancinlover 21st Aug. | 5.8. “C. BIANCAMANO”. 13th Aug. 
#s. “CONTE ROSSO”, 3rd Sept. | a.s: ee ROSSO” 
mv. “VICTORIA” ~- _. 17th Sept. | m .. “VICTORLA” 


6s. “CONTE “VERDE” Ist Oct. | a.8. “CONTE VERDE” 
Ba. “C. BIANCAMANO” oe Oct. : 


- 26th Aug. 
+ 9th Sept. 

23rd Sept. 
5.8. “C, BIANCAM. ANO”’ 15th Oct. 


en | LONDON SERVICE ~ = . a 
L L 0 Y D T R J E 8 T I N O ae) vn AENEAS ae eas 23. Aug. for Marseilles, Gadablea.: 


4 7 _ ca, Londen, Rotterdam and ‘Glas- . 
P.O, Box 143. Tel. Addr, Te tee “Telephone N Nop. B2982/3. AGAMEMNON. ... pt. for Marseilles, Casablan- 

: : ; fre “niet Rotterdam, Hamburg 
an 


: LIVERPOOL mnie ° % 


se ecenten sone SBS 22 ‘Aug! for Havre, Liverpool and 
erOnee: ; 


NEW YORK SERVICE. 


' ADRASTUS 9 Nov. for : ‘Boston, New York,’ 
ya - Straits,* “and: Cape of Good 


PACIFIC SERVICE”. nent, Shs, BORE 


Gla DAIREN, KOBE,-NAGOYA and YOKOHAMA) 


ceveeesicee Salis, 12- oe it. awe Victoria, Vancouver 
eattle, 


INWARD SEYICE - 


DRUCALION eececeveees Due 24 Aug. from Uv. K, via the Straits. . 


5 “Sept: ‘gon "Gdynia: ‘and’ UE. 
e Straits. -.. 
IXION.. @ ecsisle aie cosas “pas 5 5 Sapt, from the’ Pacific’ Const: 
, Special reduced fate are’ quoted for cargo steamers . 
. with limited - paspenger accommodati ion. - . 
- For freight, it, passage’ rates "& SWI apply to-- 


“qcBUTTERFIELD .&'S 


1,. Conmnuges Road, C. 


“Te YORK :via: Japan; Los-Ai 
NEW ‘YORK s a Japan, até 


* "| RIO-DE-JANEIRO: "DS, MO ‘ice Ma Th 2 
; EVID! Pee Be MON ‘Bueios ines ara: bit 
& a “Colombo; Durban’: ae va as 
HORIZONTAL — | HORIZONTAL (Cont) | VERTICAL (Cone) 
1-Monk's hood |” a because 16-Small candle, - . ASE : ee 
5—Hurl 49-Drill - 17-~ : BAY, 
9-One who receives a |51~Egyptian god 20-Gasp - tee Br G 8, AN, ALGOA AMER ‘ 
gift ; 52—Seat In'a church . ETS via Bingtpore~& Cori tod 
> 40—Mat : 64—Aged a 88 ows 
ARAL present nes secre evergre’n tree (28-Ventyred 2 B sdentbe "SE ABA 
Aik hard teak [Bert reat Pie a Rl re, Penaug | and Colombo... 
: joneyed — . (2 t 
i7oFow!. se : 60-Amertean post “| ‘of Martiniqge - =. cALCOTTA via Singapore . Belkan 
18-Look ee ‘\61-Stories sie * bleved © ii Pas aS Po z * ie. . 
_, 19-Doze ~ ot me APAN via Takao an Keelun: nee 
“Ba newmindaccS ft ~ per gas . re ANS via Amoy .i-:,.ee+0++++ Tyose Mari 
24-Father, ~~ s« (66-Cease scender . : “Benoa “Aires Mara calls at” ee 
25-Guided She es if f NO aoe Lodvencs* 
27-River in Poland. NERTICAL 40-Plam ee. its Ea RS appv Eligabeth,. but. vealling East London. 
28-Taste |: 1-A bovine animal - Weld. mi aast ; “Aftica Mara. or i = aieh 
s0-Japaness soln 2-Upen: een © ' “| ROR FULL PARTICULAR OSAKA SYOSER: SEN: 4 
-31~Treads heavity upon! 8-Tiny - B-Bieépy ae : ‘APP 
,°33-Reply sharply. .. | 4-Make qmaller) rer le Sam ue oe 3 f e 
wee d 6-Atmosphere. | por ' : : . 
$6-Etruscan go at PS 
a7-High in pitch ' 7-& European country Su ot mole 
40-Weasel-like (abbr). 7 [SZ soaiet 
* ‘carnivore &-Halt a score. : 
43-Clear of : 9-A title (Sp.) - 
44-Youth 11~Rellglows, woman 
46-Regret Mao! -€ine 
47~Affirmative real 


Tle ‘rot Bo : 

Se et nd: 

Ls rich eiserT TT 
ara 


oe Sa . 
‘Halted ey tale 
& an 

SiPTiealEE 


it ctatiaala 
: ine oe 
qin 


t 


Hong ‘Shang- Naga- “Yoko- - : fs eee 
ones Victoria light-weight championships of the 


Leave ‘itive Leave Leave Leave Leave one 
_ARELve aC 


Empress Kong hai saki Kobe hama’ . 
- of Ls 5 ‘ ‘ 


- Canada Aig. 18 Ang. 26 — 
-Russia Sept. 2 Sept. 4 Sept. 6 
Japan Sept. 16) Sept. 16 mec 


Sept. 8 Sept. 10 _— 


BOOKING PLANS FOR 1939 
-  . ARE OPEN = 
MAKE APPLICATIONS EARLY 


to secure accommodation desired. 


fe 


- Air-conditioned equipment on" “C. P. R. ‘Trans-Continental ‘Trains. 
Frequent Canadian Pacific ‘Atlantic sailings to Maregeas ports. 


TO MANILA — 


Empress of Russia on ‘Thursday, August 25th. 


_ §PANS THE WORLD 
Buildiag . ee eee! 


aoe 

INDO- CHINA STEAM NAVIGATION: 
-0., LTD. : 

NOW. THAT WE ARE IN ‘THE 


MIDDLE OF HOT ‘WEATHER 
MOST PEOPLE FEEL THE:‘WANT | 
OF A GOOD RESTFUL HOLIDAY. 


. Here is a good selection of trips which’. 
' we offer . ; : 


Hong ‘Kong / Japari , ae eres $175, 
. (Round trip 46-17 days. includes stay on beard). 


Hong ‘Kong /Tientsin. sceress sates $250.» 
. Via ‘Swatow, Shanghai: and. Chetoo : 
_ (Round trip-28- days) . 


"Hong Kong / Tsingtao nen 
(Each Way)’: 
‘Hong Kong/ Haiphong, Pakhoi & ws 
‘gc aga + $155 
‘(Round rip’ 9 days): A oe 
Hong. Kong. /Singapore ---+---- » B15 
_ (Return. Fare); mug 


"Hong: Kong/Sandakan (Return , ‘Fare) $229 
Eas Sian days the round trip) - 


PAR eee eG, 


= a od “, 
“FOR FORTHER PARTICULARS APPLY ‘70:— 


Aug.23 Aug. 25 Sept. 1 Sept. 6|younds, two 
Sept. 19 | other six went to Lou- Ambers. 


Sept. 21 Sept. 23 ‘Sept: 29 Oct. 4 


_ Telephone 
ae 20752 - 


- [Ke added, “We “desir 
‘Itention to the fact, 


‘“|prised if Sudeten Germandom gets 


+ARMSTRO 
HOLDER OF . 
‘|38 TITLES | 


_ New York, To-day. 
‘ Henry Tee! ne ne ; ae aa 
ecame the holder of three wor ere 
major boxing titles when he out-| - co = ‘Berlin, To-day ° 
pointed Lou Ambers, the holder, The willingneas: “of. 48. Reich to - 
in their lightweight tit!e bout at conclude an’ -economic agreement 
|the Madison Square Garden, —|with  the- United States was ex- 
‘t Reuter. pressed yesterday by ‘the State- 
Henry Armstrong made ring his- Secretary: in the Ministry | ‘of Econo-- 
tor y by being the first boxer to be- mics, Rudolf Brinkmann, while ad-- 
co a triple title-holder, the dressing members of the American 
Soa er-weight, welter-weight and Chamber of Commerce in Germany. 


Declaring that ‘if America’. ‘or’ 
fifteen | 2™Y other country. wished to collect’ 

its debts it must , give debtor na- 
tions the chance to earn. the necess-- 
ary funds, the Speaker. intimated 
Armstrong would have won two that America like‘other creditor’ 


more rounds .but was deprived ° of 
them for fouling. He.had built up uk 8 must import ‘more cea 


a strong’enough’ lead to overcome : 
the penalty in a most cruel fight. . He pressed donndense that a. 

The decision was most unpopu-| solution will be found which will 
lar, Henry Armstrong was booed! enable Germany to regulate her. 
by the crowd while Ambers receiv-|debt service to America, Calling’ 
ed a rousing ovation. attention tg the excellent . oppor-- 

Armstrong won the first three tunity for .an exchange of goods- 
younds with hard ‘right hooks and] between Germany and America he 
body punches while Ambers went| stated that Germany as ~-one: 
for. the jaw. In close fighting|the leading textile | manu- 
Ambers went to the ropes ‘several facturing _ countries in the 
times. ° ‘Armstrong forced the fight}world . is in. the position 
by Ambers got in several ence to use between’ three and four’ 
blows to the ‘jaw. million bales of American cotton 

Ambers was twice down, first, ‘in importation from America has- 
the fifth, round-when put down by| dropped: from 2.75. ‘million bales. 
the last blow of- three successive] in 1927 to 0.75 bales in 1937.. Geér-: 
rights, ‘but he was saved by ‘the|many could also import great 
gong ‘and the second time in the quantities of otHer. American pro-: 


world. 
_He won ‘seven of: the 
were even, and. the 


sixth round, when he went down for/ducts such as wheat, fats, conserv-. | 


the count'of nine from a: ‘right hook.| ed meat and. fruits,. he stated, and 
Despite Armstrong’s demon-like|‘America in view of her size would 


-lendeavours. to score,“ a knockout,| have no trouble in. absorbing. more: 


Ambers won .the sixth round. 
Armstrong won the next. two 
rounds and Ambers the ninth, and - MUTUAL GOODWILL | 
the tenth was even. Then Ambers|~“ with mutual goodwill, eccinee= 
won the eleventh and twelfth on|cjal relations could. be rapidly im- 
Armstrong’s | fouls and the thir- proved. He mentioned as examples: 
teenth arid . fourteenth, when both}in this line the recent agreements 
were ‘tired but Armstrong came| with England and France. 
back in. the fifteenth for a flailing] - Discounting tiie thesis shabivads: 


finish.—Reuter. ‘{relations with Germany opened ‘up: 
the -possibility of an’ infusion of 


National“ Socialist ideology, the 
VITAL "NEGOTIATIONS speaker stated..that National So-:. 
OPEN IN PRAGUE cialism is not an article of export 


and Germany does ‘not demand to be: 
' (Continued from Paye 7) 


German manufactured goods. . 


understood in her political outlook.. 
—Trans-Ocean. . 


“BRITISH. EXPORTS. 
: 10. SPAIN: 


thereby, see whether it will not bel. 
possible to arrive’at a common view 
which could then ‘be used as. a 
starting . point for. ‘settling the par- 
tial issues. >- +. tan 
. After .“Deputy' Kindthad voiced ae wo 
the willingness. of the Sudeten Ger- London; ‘To-day. . 
man Party. to continue ‘negotiations, -British: exports to Spain have in~ * 
sdraw ‘at- @reased ‘decidedly ‘- ‘during * “recent: 
éver, that months, ‘the ‘total ‘for the first six 
the patience’ of ol le,, who months of 19388 being one “million. 


have noted. no sign: of : good-will on} pounds: higher than for’ fhe, some: 
“fyour’ part, is-less great: than. ours.| period last year. , 


If. the Czech. organisations . and}. 
Government newspapers ‘show nk 
sign of good-will,. but. go to further]. 
extremes’ in attacking the . Sudeten 
German and-~ the ‘entire’ ‘German 

people, then you need not be: sur- 


‘Frarico’ Spain is: a better. eustom— 
imports totalling: £2 819, 000 ‘dur-- 
‘ing the first half of 1988: as- com-- 
pared with £1, see 000 : in isthe same: fe 

period of. 1987.. : 


The | British. exports: are chiefly: es 
driven: into @ growing distrust.” of. coal,- ‘machinery and. chemicals. 
' OFFICERS’ ‘APPEAL '” 


Dr. Kundt recalled the appeal 


Mesh Ass 
wet Gia 


EE‘IE YOU'CAN FIND SIX 


INTENTIONAL MISTAKES 


JAPANESE. OIL: 
TANKS SET AFIRE 


- te. Hank 
Japanese. oil tank 
_ hsien, in east Hopei, w 
shells and ‘set: afire by 
troops whilst they were fighting 
against Chinese guerillas, accord- 
ing: to:a Tientsin méssage. 
Anew arrival at Tientsin from 
Luanhsien, stated that the guer- 
illas. broke. into the. walled city in 
& sudden attack, and occupied the 
Japanese oil establishment. 
Japanese troops shelled - the 
Chinese with trench mortars and 
hit the ofl tanks,.— Central 
News. , oe. 


» To-day. 

t Luan- 
re hit by 
Japanese 


a ————————————— 


London, To-day. ° 
The technical commission which 
recently returned from its tour of 
Palestine ‘met behind. closed.. doors 
in the Colonial Office yesterday. 
The representative of the :Pales- 
tinean Jews, Dr. ‘Rosenblatt, re- 
ported to the Commission on the 


Jewish attitude towards the parti- 
tion plan.—Trans-Ocean. 


PUBLIC AUCTIONS 


The Undersigned have received 
instructions to sell by Public 
Auction on 
Saturday, the 20th. August, 1938 

commencing at 11 a.m, 
at The Premises of The Taikoo. 
Dockyard & Engineering Co. of 
Hong Kong, Quarry Bay 
for account of the concerned 
38 Reels Newsprinting Paper 
-(all more or less damaged). 

Terms: Cash on Delivery. 

y LAMMERT BROS., 

. Auctioneers... . 


August, 1938, . 


inatructions- :to 


Auction on’... 


¥ 


nt 


pavel, 


| Hong eg, 1eek Aug, 


au 
a 


’ Answer to-morrow. 


LOCAL TRAINING [2 


‘Agonciog and Branches. 


OF CRIMINALS. 


Sir, — Yesterday two ‘women, one 
from Un Long, the other a Hong 
Kong woman, were near the Ko 
Shing Theatre, and two boys. snat-. 
ched the earrings of the Un Long. 
woman. The earrings were small 
gold rings. When the woman chas- 
ed the boys, a man stood between 
her and them,. and hindered her, 
and the boys got away. 

‘I advised her to report it te the 
Police, but, she said ‘It would -be 
difficult to get them back in any 
case, and to-day she: is returning 
to Un Long. ; ae 

: This is the type of boy that ought 
to be in school, but education does 
not seem to be provided for them, 


and so, our gaol is overstocked with} 


prisoners. Can nothing be done or 
must we continue to ‘have 
trained so that they may fill the 
gaol? : : . . 
Yours Ete, 
Ww. 


LOCAL-DOLLAR = | 


The demand rate on the Hong 
Kong dollar to-day was 1/2%. 

“Spot” ‘silver was quoted in 
London at 19-7/16 and forward 
at19-1,/4, - 

The London on- New. York rate 
was, quoted at £—U.S.$4.8818 and 
the New York on London rate 
£—U.S.$4.88-1/8.. 


“| HAVE LOST. 
20 LBS. OF FAT” 
Woman’s Joyful Letter 


“It -was'a-candid remark. by an ac- 


-{quaintance: that: started’ this woman 
thinking about her. overweight. Read |.- 


her letter:— 


“I must write’ and tell you how pleas-}. 
have]: 


ed I am with Kruschen Salts.: I 


Paid-up Capital .....; 
Reserve Fund ..... 
Reserve Liability. of Proprie- 


Fore}; 
transacted. 


THE BANK OF EAST ASIA, LTD. 


Authorised Capital 
Paid-up Capital ........$ 5,598,600.00 
Reserve and Undivided : 


Hon. Sir-.Shousen, Ohow, Ohalrman3- Li ., plicati 
Ubun, Ensg. & 


boys]: y, 
Bom! 


“Evory 
einess 


E CHARTERED ‘BANK:OF.":". 
_ INDIA, AUSTRALIA & CHINA | ff . 
; Iucorpondted by’ Bayal.-Ohartar, 1888. 
HEAD OFFICE: LONDON . 
“38, Bishopsgate, E.C.2. 


, -£8,000,000 
£3,000,000 


tors * yennbente peste; -£8,000,000 Hotors . ese. eeeis 
anchester Branc | (BEAD OFFICE; HONG ‘KONG: ° 
71, Mosley Street, Manchester, : ptantahR sae HONG: pee 
Agencies and Branches: BOARD OF DIRECTORS: 
otto Rangoon T. E, Pearce, Esq., . 
Bs » 
yok .. Hon. Mr. J. J. 
Kobo" 8 pe Rae man ies 
Kuale Lumpu : _[ Jd. E. Bousfold Enq ak 
Kuching ¥ . ve 
Madras foot op ae 
M. T. Johnson, 


Bikes | 
woll, K. 8. Mo: i i 
Esg., Hon. Mr, AT. Bhiolas, : 
D. C. Edmondston : 

Acting Ohleg Mens Edy 


Exchange and General Banking businoss 


D. J. GILMORE, 
Acting Manager. 


Hong Kong, 1st January, 1986. 


TIENTSIN 
TOKYO 
TSINGTAO 
YOKOHAMA 


BE 
KOWLOON 
_ KUALA LUMPUR 


i, Curront Accounts opened "in Local 
Seas +$10,000,000.00 


«ud Bixod Deposits rece: 

shorter periods Pte “Local oe bape 
vo torms which will be. qu 

ALSO up to date 8, 

in various sizes TO LET, ‘ 

or ee veeeecesses $ 2,776,726.76} tong Kong, 20th Februsry, 1959; 


HEAD OFFIOE:—HONG KONG, 
10, Dos Vaux Road, Contral. 


: Currenoy | 


Profits 


HONG KONG Abay® Bank, 
G@ CORPORATION, en RAN be 
lon. na o \ ee as . 
FOk THE’ HONG EK AND SHANGHAL 
BANHING CORPORATIONS - ues 
D. c SDMONDSTON, ae 
, C! ii Ma % 
ar : . thug Koug, 1st Maroby eup7 : ee 
' Kan fung Po, Esq. Oblof Manager. _—_ 
-Li Tso Fong, Esq... Manager. . ne ee i a are 
“BRANCHES AND’ AGENOTES :— 7 Winlkhee ig cleans: 
vias an | THE WING ON BANK, UTD, 


| Head’ Office: Hong-Kong... - 
.26; Des Voeux. 1, Centra: 
Authorised . Capital, $10,000,000... | 
ron ‘LONDON: BANKERS :—::. Se Sch e 
"| Westminster: Bank, -Ltd.: ee 
“Y - foreign Exchange : and. -every des. 


_ BOARD OF DIRECTORS :— 
«= Wow, 
Wong Ohi bate ag ee ve. 
le 2, Cy ry ig Po, 
a Fung ing Wah, Esq. ° a 8 


Urrent Accounts. and -_ Savings. 
Accounts. opened, , Fixed opens “re- 
ceived at rates which will . 


seein Sosa Seanad oon approved 
Currency | on: application, pea 

or] Trusteeship & Executorship under: 

taken. ane Deposit Boxes for hire. 


: F 
oe apes HILIP GOCKCHIN, 


Boxes. To 
‘KAN TUNG PO, 
Chief 


” Mandgor. ‘Chief Manager. 


THE MANUFACTURERS BANK OF CHINA, 


LIMITED. 
(Incorporated: in Chitia) 7 
HONGKONG: BRANCH 2 + 
P, -& O. Building, Des Voeux. Road Central, Hongkong. 


Telephones: 88280, 88288-8828' 
Cable Address: FACTUBANK. 


Every description of Banking and Exchange Business transacted." 


redyced from 10 stone to 8 stone 8 ‘Ibs.J- - * 


hem. So] | A 


os #8 for=ADMIRALTY: CHARTS, 
Rosg’ BINOCULARS: and ‘TELESCOPES, 
” KELVIN’S NAUTICAL. INSTRUMENTS. 


\ 


alll]. ENGLISH SILVERWARE:Direct from Manulacturers,° 


weep eee tee pepe ee ce 


“High Class‘English'Jewellety °°. 


PEAR, +e o 


= ' [eription of banking ‘business transacted. 


@ quote’. ._, 


FUNG HO 
DESCRIBED 


"CIVIL SERVICE JUNIORS 
STRAITS 


DIRE 


: (By. 
Although the Lawn Bowls 
close, we are still being provi 
‘chief one of which last Saturday 
gowers second team at the hands 
places the forme 
up positi 
gards relegati 
Although 
Club, I did not expect 
_ly that W. V. Field wou 
should do so at the han 
uncertainties of the game. 


on. 


A “possible” was scored by 7 


S. Howell -co-runner-up in the 
Open Pairs, his assistants being 
D. W. Phillips, A: W. Hodges and 
J. Russell. ‘The opposition which 
allowed them to secure the -John 
Haig Whisky comprised S. Leon- 
ard, E. Zimmer 
W. K. Way, but the Jatter’s team 
subsequently won by @ few shots. 


The Civil Service C.C., as a|° 


result: of their defeat at the 
hands of Kowloon Dock, will.be 
relegated, whilst only a win 
against the Craigengower team 
on, the latter’s green will ‘save 
. their second team from secur- 
ing the unenviable “second-leg 
of the double.” 


XN 
TENSE ATMOSPHERE ; 

A tense atmosphere prevailed at 
Hung Hom when the ‘Civil Servants 
and Kowloon Dock commenced their 
vital struggle: and- with -the .scoring 
being both close and low, one could al- 
most sense the anxiety of all the 
players. All square, at five heads, 
then again round about eight ends, 
there were rospects at that stage of 
a close finish, but the Dock team had 
different ideas. and by piling. up no 
less than’ 17 ‘shots -in the next : two 

lly clinched the match ing 


very. last 
‘as ; fon: 


ded with a number of surpri 


of Football Club 
r out of the race for promotion or for the runners- 
on and places the victors in a 


I tipped the Electrician 
the margin to be so ‘great, 


Id lose his 100 per cent. record. 
ds of W. H. B. Muskett mere 


n, W. Ward and|’ 


an unjust rew: 


|| “REVIEWER'S” | 


took place, beginning with a very ‘ood 
five, McKelvie’s four went into a lea 
of 7 shots which had increased to 10 
by the twentioth head. Joe Fraser 
put up two lovely woods at the 1ith 
end, both counting, whilst after draw- 
ing the first on the next ‘end,, Sim- 
monds robbed him by _ trailing well. 
Lying two when the third man went 
to bow] on the last head, Fraser tried 
twice to block, whilst Simmonds after 
failing, to save with his first, asked 
to be allowed to burn the head with 
what would be his “last wood ‘in the 
First Division”! ; 
Randle acquiescing, he came up 
with a couple of pounds on to 
spring the jack over the string! 
And what a head the replayed one . 


was! 
_ . Drawing: steadily, 
piled up five, 
couple of these in 
to block the ‘short wood. 
in front. of the kitty. 
to save with his first on 


AIL 
IN 


“SKTP”) 


League season is drawing toa 
ses, the 
of the Craigen- 
“A”, The result 


‘was the, defeat 


fairly safe position as re- 


s to beat Kowloon Football 
nor did it seem like- 
That -he 
ly shows the 


“SKIPS” FORECAST FOR SATURDAY 


. 


FIRST DIVISION 


Police Recreation Club .....(36) v- Kowloon Dock RCo cities (85) 


SECOND. DIVISION 
Le) 


eeotes 


1 Service C.C. .... 
Taikoo Recreation Club ...... (> 
38) v Club de Recrelo s...+...-++ (19). 


Craigengower_C.C. eietue cise s (— v tCivi 
*Football. Club “A” ’.. 


v 


Police Recreation Club ... 


{THIRD DIVISION 


seme eee 


Craigengower C.C. ...--+0es 


(68) v R.HL.K. Yacht Club we (61) 


* Denotes promoted team. 
+ Denotes relegated team. 
‘Figures in brackets denote scores in corresponding match last year. 
eee aes ie ee ee 
ed to gi 
of the sin 1 
A GREAT HEAD 
Fred Cullen was always 
a c) 


- McKelvie le 


great The 


leading 
in which 
although 


SPORTS || 
COMMENTARY 


An Abundance Of 
Umpires | 

That England has been .able to 
appoint seven umpires’ to act in the 
first four Tests shows how well off the 
Old Country is in the-. ‘number of 
first-class highly-experienced ‘umpires. 
These are mainly. drawn from former 


first-class professional cricketers. 
In the first 


terna- 

and a 

‘The modern Bob Thoms 
ithout the: little per- 


‘with the game. : 
‘To a leg-before-wicket appeal, “Not 
within a furlong.” was piped out 
creakily. . : 
“The older hands in the Australian 
team notably Billy Murdoch, ‘the cap- . 
tain, were highly amused. by George's 
confusion. .Eventually Thoms ejaculat- 
ed with a chuckle “Neck and. crop! 
Neck and crop!” when the middle peg 
‘would have been hit but. for part. 
obstruction. . a 


- Emmett RB 

class umpire only last season... He 

played twelve years for” Yorkshire, 

and was one.of the humorists of the 

eleven. He secured close on 900 

wickets for the country in first-class 
| cricket. Robinson is 68 years of age. 

Notts was his first big match as um-~- 

PIC. we eee BBs 

x * : 


Question Of Golf 
“Seeding” 


_A question of international 
ficance debated rather often since 
the British amateur championship 
Should competitors 

for. - this 

' Vim- | 


signi- 


VM OFF TO WHITEAWAY'S | 
For More of Those Bargains Waa 
‘CRETONNE. A Few Beautiful Pieces’ 
as At.A Genuine Reduction Of50% — 

CHRISTY ‘TOWELS. In other Words—The 


om ¢ 


mt.” 
the. 


eo . "Best. Money Can Buy... 
BL” X86" 1.25 Each 35” X 60” 3.25 Each 
BRUSSEL CARPETS, Here Is. A Chance For. "| 

Huge Saving:Price-In‘England £15 

ir:Price’]‘ ees 


‘\ studied: closely, 
lied wit ely. 


cannot 


0 
, 


caine 

“BTCA | atyle . by. 

e fl aad 
age 19). 


". cover M. Al R. Souza, w' 
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WATER-POLO ng Pak Coen 
ENCOUNTER [183 For 3 Against TITLES | 
om ritact wast “| Leicestershire =—=—_—| "gist In Bow 


ter-polo encounter in the European 2 

sows i * : i> : 1] | Lf . 

ree eae Sa ere = tour batemalenion, Today. | LAST NIGHT'S. FIGHT 

be witnessed. , : B. H. Valentine, the Kent amateur batsman, stands a very good DRAWN ie 
wk cee of securing the Lawrence Trophy for the quickest century]. - ; ; 

The Army have made one or two] Of the season. . . : ae Gla 
changes while the “Y” will pro-| Playing for Kent against Leicestershire at Oakham yesterday, Glasgow, To-day. 
bably field the same team as last| Valentine reached his century before lunch scored out of 183 for 3. soe. peg pated be 
week, with possibly one change. 9 | 7~——————————— . 1 
: of ee His best batting performances this London, last nicht fought to a draw 
: Ganuin wees in a.15 round featherweight contest 
R. AD : yr at catch-weights, although the 

: ys RD: 151 v. Essex, ; - |fight was originally scheduled for 
: 100 v. Worcestershire. the British. and Empire ¥eather- 
118 v. Sussex. weight titles. |McGrory, however, 
: pynnch pacares. “at first class matches| was four pounds overweight, and 
Gere Iw nced ‘yesterday were: as a result the title was not in- 
Y HOCKEY At Aldershot: Army 78 for 2 v. Aus volved. we 


SECTION ELECT — |** Setigige—pewr a so 2 acy was very areemine t 
; At Swansea:—Lancashire 158 for 2 v.jthe early stages of the bout and 
Lawn Bowls NEW OF F ICIALS 3 Glamorgan... sent Caplan to the ‘boards for a 


‘ At Oakham:—Kent 188 for 8 v. Leices- ‘ ; 
A successful past season was re-[ rere: E 8 : , eae ae Ms cae ar sie 
(Continued from Page 18) {Ported at the annual meeting of the lenen  eeex 87 for 8 v. Mid- ; 


: dlesex, ; euciie 
¥.M.C.A. hockey section yesterday | At Birmingham:—Surrey 114 for 3 v.{ ‘In the third round, the Londoner 


: are . t which Mr. ‘A. W. I id- Warwickshi w haken iby bod hes bi 
secure 3, the visiting skin being too|?  Angram presi ee. : a8 Snaxen lby body punches but 
Pete ow to bbe The latter played e ed. At Worcester: Worcestershire 118 for| defended very gamely despite the. 
angerous shot shortly afterwards,| It was decided’ to continue to i ; : fact that he was bleeding from the 
sust faili i : ’ At Scarborough:—Yorkshire 78 for 8 v. . 
Pheplaligeal Me cakes au pe field’ two team on Saturdays, and Gloucestershire. mouth. 
The Dock team secured a lucky|2 ™ixed team on Tuesdays. Social " oap : 
couple at the seventh head. Burling|/functions during the Season will a 3 CePLEN BALLING 


beine iuat too narrow and bumvine|be held. From the 10th to the 18th rounds, 
one of Victor Ramsav’s short woods : 


: The following officers were elect- , ¥e - FF Son - ‘Caplan rallied strongly and punish- 
un for shot, to which J. C.. Br e elec - CERN ‘ ae tia 
anbsecnently added one. With the| ed: < y £ ed McGrory with hard rights -to 
Dock. vine a brace at the next head,| _Secretary:—-A, F, Austen; Captain] (4/7 ‘4 — the head and body, being in the aB- 
Brown added one gain. but McGowan| (1st XI), J. R. R. Jenkins; Vice-Cap- ote” Vi Cas yy,  [cendancy just before the ‘final bell. 
saved well ta reduce the score ta »altains V. M. Benwell . McLellan; (a : : “ : =f : 
singleton. Samay, Gray, at Namber Saas eo awe ds, Macey: Vice- a : a pee of 8.000 ea ° 
tee, was playing a verv good game|Captain, K. Broch; Selection Commit. ' : : cheered Caplan’s plucky display. 

hereabouts, but neither Gellatly © nor tee, R. Henderson - (chairman), _ , CLOSE OF PLAY al’ In view of MoGror hetn Tank 
his skip were consistent enough, whilstjtains and Vice-Captains, W; Ashto ie eee: . re 
Collyer never seemed to get the green ee Army -113 v. Australians 211 for 6...fable to make the weight for what - 


i “Me-{ _ {Derby 282 v. Hampshire 31:for 2.. Iwas supposed to ve:- been. = 
Ceo ee sage rg We 7 . Lancashire 888 v. Glamorgan 10 for 0. P punbees have-been a. titu 


thecfinish, about the 18th head I think, nj Kent 519 v. Leicestershire. - “lar fight, the British Boxing Board: | - 


. : . Essex 108 v. Middlesex 287 for.6.- {of: Control ' ave announced that ._ 
when the Dock toam recoil th ‘have Sea Surrey. 410 v. Warwickshire’8. ‘for 1." |McGrory’s Bri sh and Empire fea-° 
t least a couple nicely tucked away. ; : Worcestershire 146'v. Somerset 144 theraweicht titles are now - vacant, . 
at least a coup y ‘for &. ee Bp ae! SS d that Caplan: fs considered — 

, : Yorkshire 346 “v. Gloucestershire, °11)40 ‘at Caplan: is ‘considered :as 
for 0.—Reuter. oe aan | the. chief. contender.—Reuter. rere 


He excelled himself again at the Rods Se : 
next head when. aided by a little for-] The following were the results: of 
panes te are, ae a pag Aba the remaining games. of the Fourth] ~ 

a rilliantiy taken o e 1 . : 

second shot to count four and added a| Round of the Open Singles Lawn 

fifth ‘with his last’ wood: At the| Bowls Championship, held at the 

- penultimate head,: the visitors’ skip} Kowloon Bowling Green Club yes- 
fe ae en a saving 2 Oi Sout q -| terday. . ; 

though J. C. Brown appeared to be” ; . 5 

unlucky when he failed to score after L. F, Xavier beat C. M. Silva 21—17 


, : an jon the 26th head. : 
Coie ee oe OF Mer” se We ues beat Hs 7A, Alves Ok 247 
OWAT Be ; on the 23rd head. , 


Motus 


Altorether an interesting match in 
which the score just about. indicates ; : 
‘the. superiority of the Kowloon Dock being the only visiting skip to win. 
team, — . _| which he did by eight, oo gine 
SURPRISING RESULT ° Pee ean Tom Stainton lost by 


: : wists A BARE. CHANCE 
The other First Division match was} ‘The Civil Servants managed to hold 


between Craigengower and the Indians} onty a bare thread of -hope, by over- 
and the latter surprisinely reveated coming the Police to give them a 
their’ previous week’s victory, though] chance of a play-off for rlegation, 
only by a small margin. - . should they be on a aa sie 
ri turday. yd. Ecclesha 
-A. K. Minu’s four played ao great] Zower on Sa LY . 
game to secure the advantage over B. nea ‘the pore em put W. Cullip 
W. Bradbury, who was again in fine} #ls0 did his Bil Ht He rhe narrow 
form, whilst A. R. Dallah recovered] Victory over ‘Bill Hollands.’ . 


“11 . The clear cut victory: of the Elec- 
Deiianthy at fue teeta cade) £0 tricians over Kowloon Football Club]. 


was a surprise to most. of. us and 


ly a dozen to the .bad 
comet mere iin. Secor k 
ston was ‘cen be 9 Dealers lest’ “recor E 
. the Football: Club "Ar and Craiget"| Whnt a reversal of form after ~ the 
gower, the latter: roquirit ie Ponce ‘Kowloon player’s. huge win ores 
keop. them chelene™ mi. But’. they | before. AT square ‘at ui 4 pert eon 
deeaiel iy failed to: producé | therr | cor Tommy, Fergusson whilst J. 
form and lost. by light ‘shots, George Stoan after running into: a. ie ays 
x Hilt S pease a t : ra 
pee Geackeh: the rea in twin of dozen, was able to’ keep it ‘unt : 
the match: - J. §. ‘Howell secured. the | +0). 


Howell The Yacht Club aro finishing the]... 0. ° eee _t 
t limelight though ‘he: lost, by. scor- on-on the crest of the wave-and}., 2 |. 2 a 

who's opinion ‘on’ Ase” wil at} Club juniors, for whom only Ped oe Boe ee a Ga ge 
seulement a) . ;. rier was able to secure a win, and | hat ; 

- now have changed eine Silccanairias 0 

A Brooksbank scored 8 frei ba * Kowloon Tong, pis ing home 

} ‘The .} severely troun : 
Pane to ac eed well to over-V finished worthy rumnere-up in ths 

“come Taikoo, the’very steady D. Munro division. ; 


Polishes, Protects 
and Preserves... 
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. Lawn Bowls 


’ PIRST DIVISION , av . R. ” Main, 8. Pollock, W. Seath and 


Tho following are the First Diyision| — er TT hame . |D. Munro (Skip).. 
Lawn - Bowls-teams. for. Saturday :— "A w/e: - HO. Gillies, F. Newman, J. Polson 
By ny and R. M. Keown (Skip). 
a, J. Prager, aS oan. H. G. Cooper . NA ; ccc ne at 
an Kel 0 a : Pp ores &,., ‘ 
a. a ea eae —— ¥ Grex, enemas _ - \pengell Bate s. Boston Ci): as 
an To Skip). : ; 
A. M.. eh ‘Houston, T. Cole-land E, G. Post (Skip). Se a cee cone THIRD ‘DIVISION 
man and’ F. Cullen lial : = Oren S. Farlow, J. Ponde and Kirmon,  V. a _W. BR... The following are the Third Division 
: . Carey (Skip). seas ‘and’ J. Cook (Skip). Lawn: Bowls teains for-Saturday:— 
Ay * Cameron J. ere G. Perkins - PRE y RAK YC. 


and WwW. Mats (bk kip). fe: 
ECOND DIVISION W. Glendinning, A. Wright, T. Tal- Pp. o Layee fies Naess, A. Nissim 


R. RD . WwW. 

Simmonds an : The follening are the Second Division ue and W. E. Hollands (Skip). and G Archbatt: (Skip). 

J. Gellatly, A J: i . A.] Lawn Bowls teams for Saturday:— - Edwards, H. Brown, R. Ellis and|i_ W. A. Soraells W. J. Hansen; E. 
G. en (Skip). Hospes and A. W. Brown (Skip). 


Bullyer and J. McGowan (Skip). T.D.R.C. 
BR. T. Hillon, D. Coull, W. Melrose and L. Glendinning, F, Channing, W.|_ A. S. Mitchell, ae B. Brown, A. Mur- 
W. McLeod, C..Dowman, F. Nolan}T. F. Stainton (Skip). : . Campbell and F. _ Booker (Skip). doch and R. H. Wild she) : 


~Game...Set.. ‘Match...and 
Willss GOLD FLAKE! 


a 

\ 

| 
Lf 
i 
ms 
ff 
1 
E 
LY 
a 


| 
1 
1 
} 


7 


A. Spa ary Ricploces As 


A. SPARY, of Kowloon Tong, as the ‘ eatilt of having ‘played ‘one. 
game more than W. V. Field, is ‘now leading the’Third Divi- 
sion Skips’ table. 
The following is the record of all skips in the Three Divisions 
of the League. E : 


Holland Eo : 
Wild an eS 
Alves Recrel 


= 
Rem. 


FIRST DIVISION 
PB OW 


~ - B, At. Up Down Pt 
X. M. Silva Recreio) : 13 * 323 206 11 5 re 
Lc eee 10 270 225 

cher C.C.. 

Kern GLC". 257 192 
. F. Luz (Recreio) | 
- M. Omar (CCC. 
“Hyde (K.C.C, as 


Sia oes 
SFERESOEROR 
oop rece 
Sm 


v 


DBwow 


a lo) *.. 
D. Morrison en, EYG) 
E. Marks (K.C.C.) 


re = 
SNScooocog 


eee eee 


. M. Remedios (Recreio) 
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SECOND PeVISION 

D. L. F. Agt. Up Down Pts. 
3 289 218 ‘0 
3 294 241 Ht: ‘ 
4 290 275 
2 227 174 
4 265 201 - 
4.280 236 
5 291 230 
5.249 225 
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One. quality only—it os. : ae 
Set ase noted for, its ‘Purity. ‘Age. 
. Age Up p Down Pt Pts, ‘B . iy, 3 nd Delioate Flavour: - : 


ccecvees 318 154 1 


154 6290 6300 563 563 S18 
+ THIRD. “DIVISION. . : 
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1: And The 
| Z.BWM. Orchestra. 


Ya 


r Sadi rs | - : 


‘ Bik piace ct yo 
A p.m.—Studio—The Children’s Hour. 


@ p.m.—Closin local Stock ‘Quotations. 
7.02 -p.m.—A cottish Programme. 

- My Ain Folk (Lemon, Mills). 

- | Mary Kay (Contralto); P 
Glasgow Highlanders (Arr. Diack). 
Meg Merrilees 

Scottish Country Di 7 

conductor:: J. Michael Diack. 

Kishmul’s Galley (“Song of the He- 
prides’”’—Arr. Kennedy Fraser). 

Fear A’Bhata (The Boatman). 

Moray Macdonald (Soprano) w 
Piano. ; 

The Strathspey King 
arr. Hartley). Intro: 
Weird, Lament; 
ner, Strathspey; T 
buck, Strathspey; 
Spate, Reel; Talisker, 
The Devil and the 
Forbes Morrison, Strathspey; 
Bride’s Reel... FI 
(Violin Solos). : 

Ye Banks A 
Murray); The 
(Kenneth Mac 


Instrumental 
Diack); Strip The 
Scottish 


.The Maestros 
Orchestra. 
Weather 


tory in th 


18.15 p.m. — 


. Orga 


Dirk, Reel;}. 
The} 
orence Macbride}, 


8.30-p. 
Orchestra and’ 
tone). . 


duct- 


ditional, arr. } 
Alexander Macgregor. (Baritone) 
with piano accomp by Gerald 


Moore... 

Reels (Arr. Diack). Intro:—Rachel 
Rae; High Road to Linton; Fight 
about the fireside;- Brown’s Reel. 

Strathspeys (Arr. Diack). Intro: 
Money Musk;’ Braes 0’ Tullimet; 

e and Whiskey ..---: Scottish 

y Dance, Orchestra conduct- 
ed by Je Michael Diack. 

Auid Scots Songs (Medley—Arr. 


(By the 
David Burnstine, Merwin D. Maver, 
. . World’s leading Team-of-Four, 
: a beaten every other 


Four Aces) 


(a 
“Liebestraum” 
Blon); 

. Herbert); 


Orchestra. 
14. (ay My Life’s Delight; (b) Weep 
you No More; (c) Fair House Of 
‘Soy (Elizabethan Songs—Roger 
. Quilter ...°Victor Sanders. 
5. Selection 
- berg) 


“Oswald Jacoby, Howard Schenken 
Inventors of the. system that has 
system in existence... flat: 


A DESPERATION DOUBLE 


- Continuing yesterday’s discus- 
gion of the rubber bridge tourna- 
ment conducted. at the Regency 
. Club we have another erucial final 
- .. hand that.\meant the 
difference between 
-winning and Josing a 
match. “Hight hands 
of rubber bridge con- 
“stitute. a match’ .and 
the pair that “emerges 
-with. a net.‘plus is 

- ‘declared. the. ‘victor. 
to's, On the final --hand 
' the pair. that is .behind figures 
frantically how many. ‘points it 
_muat. score to obtain a victory. Tf 

: at the conclusion - of the match a 
pair has obtained a part score’ it 
is credited with a 50 point bonus; 

| fa game score it is credited with 
800 points. Desperate measures 
are often employed in am attempt 
to snatch victory from ‘defeat and 
-on the hand ‘below Mrs. Donald 
 Pansill saved the day. - : 


HIM CARD VALUES 
oF ve 


~s 


‘ Neither side wulnerable 
West, Dealer. * 


‘As the: last’ hand was dealt 
neither-side had a game but North 
and South were ahead 240 points 
above ‘the line. Thus’ it-appéared 
that in order to’ win. thé ‘match 
Bast‘ and West. would have to bid 
and make a game... .Mrs,. Tansill 
opened with’.one heart. and 
ashe might her partner. : 
nothing’ better than-a-one ‘notramp 
response. - Right at. this point 
South presented . his “vopponents 
;with. an opportunity by -interject- 
ing a_two _spade :overcall, - South 
indéed hada fine hand and ordin- 
arily would have been fully just 
fied in’ bidding. . However victory 
was his if he could simply prevent 
hig. opponents from bidding -and. 
making game and he was very 


one-notrump Yresponse 


“15.00 a.m.—Big_Ben. 
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mn’ Relay-~The News. 
’ by Maria Muller (So- 
prano). 1 ; 
Traume (Wagner). 
_Im_Triebhaus (In, 


. 


The Hothouse— 


~ William Blackburn, 
George Allsop, and James Moody. 
m.-—Dance Music. « - 
—I’m In A Dancing Mood 
> (From ‘This’ll make you whistle’); 
My Red: Letter Day (Prom ‘This’! 
make you whistle’)... Ambroge 
and His Orchestra. 
Fox-Trot—Drummer Goes To Town. 
Slow Fox-Trot—The Japanese Sand- 
man....Joe Daniels and. His Hot 
‘ Shots in “Drumnasticks”’. . 
Waltz—Marie Louise (¥ro' 
Flying Trapeze’). - 
There 
(Fr 


8 Bloom 
° 


g 
Slow In The 
Night d His Or- 
chestra with vocal chorus. 
—Re-Fa-Si; Responso.. Male- 
.. Juan De Dios Filiberto y su 


‘In Love: With 
You're Smiling 
d His Orch. 


chorus. 
7 p.m.—Close down. 


BROADCAST FROM 
DAVENTRY. 


TRANSMISSION 1 ° 
Frequencies— ay : 


_GSG 17.79 Mc/s (16.86 .m.) 

GSO 15.18 Mc/s (19.76 m.) 

GSD 11.75 Mc/s ree m.) 

GSJ 21.53 Mc/s (13.93 m.). 

‘World Affairs.’ A 
talk by A. P. Newton, Rhodes, Rro- 
fessor of Imperial History in the 
University of London. ._. ; 

515 a:m.—Recital by, Empire Artists: 
Marguerite. Natalia — (Sauth, African 


“What’s On At the Cinemas 


AT. .THE KING'S—"Navy Blue andy’ 


aid.’’—-Two midshipmen’ -and ‘a girk 
provide the romantic ‘complications in 
this thrilling story of life at Annapolis. 
Florerice Rice is the girl, Robert Young 
and James Stewart are the milishipmen 
and the:fight is on! Also featured in 
the cast. are. Lionel Barrymore, Billie 
Burke and Tom -Brown. Pe ee 
' ee ee Se 


' AT. THE, ‘STAR—Ex-Mrs: . 
ford” — in which. William Powell plays 
the role of.a successful, doctor: Jean 
Arthur’ is’ his, ex-wife, who ‘decides t 

re-capture her: former husband, . -but 
finds him in a baffling murder mystery. 


a 


Ad THE -ALHAMBRA—“Bx-Lady.” 


—The “jntriguing. tale of a girl ‘who z 


too. 
best. 


Jw 
7 


H 


‘| Herman. Bing cand 
2 * 


. London. 


Soprano) and Bruce Boyce (Cana- 
dian Baritone).- . : 


aa 


5.45 a.m.—'Topical Gazette.’ “A -fort-. 


_ nightly review of things at Home. 
Presented by Pascoe Thornton. , 


6.15 a.m.— When You and {I Were Dan-— ° 


” With Dave Frost.and his ‘Band. 
The News and Announce- 
Greenwich Time Signal at 


1.16 p.m.—Close Down. ie 
TRANSMISSION 2 
Frequencies— _ 
GSH. 21.47. Mc/s (13.97 m.) 
GSG 17.79 Mc/s- (16.86 m.) - 
. GSO 15.18 Mc/s (19.76 m.) 
GSB 9.51 ‘Mc/s (31.55 m.) 

10.45 a.m.—Big Ben, “Coronation Scot.” 
“The story of a journey,. by D. 
Bridson, in which the’ course of the 
train’ will be traced by way of- Lon- 

- don, Midland, . North, and Scottish - 
Regions. Se, ETE ! 

11.30 a.m.—Folk-song. Arrangements. 
The BBC Singers ‘(B): Sybilla Mar-: 
shajl, Bettine Young, .Winifred 
Downer,’ Anne Wood, Rene Soames, - 
Emlyn Bebb, Victor Utting, ' Victor 
Harding; conducted by Trevor Har- 


vey. t, : 

12.00 p.m—World Affairs.’ 

12.15 p.m.—Violin Recital 
Eaton. 

12.45° p.m.—Cicely Courtneidge. =: 

1,00 p.m.—Yascha Krein and his Gipsy 

Orchestra. ai 

1.30 p.m.—The ‘News and, Announce- 
ments. - Greenwich Time Signal at 
1.45 p.m. is 

1.50 p.m.— 


by Sybil 


End of Transmission 2. 
RANSMISSION 3 
Frequencies— ae 
GSH 21.47 Mc/s (13.97 m.) 
_ GSG 17.79 Me/s (16.86. m.) 
‘ GSF 15.14 Mc/s (19.82 m.)- 
2.00 p.m.—Big Ben. ‘Speed? A 
gramme of popular numbers, 
Ama Meakin, William Blackburn, 
_. George Allsopp, and James. Moody. 
2.15 p.m.— Ancient Music. 
p.mr.— ‘Topical Gazette.’ : 
p.m-—‘Steamboat.’ A programme 
of Variety, music, and drama from 
our ftoating playhouse, reviving for 
you some -of the glories of the oid 
showboat, days. : 
4.00 p.m.—The News and. Announce- 
Greenwich Time Signal at 


of. Mohent. A 

“Hon. the Earl of 

-G.C.LE., in 2 
ndia. 


Orchestra. ; 
5,00 p.m.—Close Down. 


: 


AT THE ORIENTAL— ‘Romance for 
Three.’—Fast moving farce of _mis- 
taken identities and poor.boy wins rich 
girl. type, but with, an p g 
and many novel and hilarious angles. 
The: cast. includes “Frank ~ 
bert Young, Mary Astor, Edna 
Oliver,..Flarence © Rice, ‘Henry Hall, 
ig Rumann. . 
a oe ; 
S—‘‘San Quentin.” 
of the ‘Big House, 
and surprises. : It. 


"AT. 


Humphrey. Bogart, — 


MacLane and. 


Fe ‘ 
AT.. THE MAJESTIC _— “Peniten- 
.” with Walter “Connolly, John -Ho- 
d@ dean Parker. A. thrilling: 
ama of: love and revenge in: 
of # youngster” 
due to circum-- 
daughter who- 


' 


h and his ~ 


Alpine setting . 


Morgan, Ro- * 
May ©" 


pro- , 
with - 


UCTION 


TICULARS and: Conditions|” 


of the Sale by Public Auction 
to be held on Monday, the 22nd 
day of August, 1988, at 8 p.m., at the 
Offices of the Public Works Depart- 
ment, by Order of His Excellency 
the Governor of one Lot of Crown 
Land at Mong Kok, in the (Co- 
lony. of Hong Kong for a term of 
75 years, with the option of renewal 
at a Crown Rent to be fixed by the 
Surveyor of His Majesty the KING 
for one further term of 75 years. 
Intending bidders are advised 
that immediately after the disposa! 
of the lot tne Purchaser (if not the 
applicant) will be required to de- 
posit with an authorised officer who 
will be present at the sale, the sum 
of two hundred dollars, ($200) in 
cash. This sum. will be refunded 
on payment of the Purchase price. 
PARTICULARS OF THE LOT. 


Boundary 
Moasuroments 


N.] 5./E.] % 
tt.| tt.} tty £6, 


As por salto plan 


| Kegistry No. 
el Upset Price 


4,000 


Dg Street, 
Mong Kok. 


2 
te 


Lot No, 4035. 


:. Junction of Shan 
Tung street and Yim 


Kowloon Inland 
Po Fo 


ag 
eo) 


PUBLIC AUCTION 


ARTICULARS “AND CONDI- 

TIONS’ of the Sale by Public 
Auction to be held on MONDAY, 
the 22nd day of August, 1938, at 3 
p.m., at the Offices. of the ‘Public 
Works Department, by Order of 
His Excellency the Governor of.one 
‘Lot of Crown. Land. at King’s 
Road -in ‘the Colony of Hong Kong 
for a term’.of..75 years, with the 
option of renewal at a—-Crqwn Rent 
to be fixed by the Surveyor of His 


' Majesty the KING, for one further 


term of 75 years. — - 

Intending bidders are advised 
that immediately after the disposs} 
of the lot the Purchaser (if 
not the applicant). will be 
required to deposit’ with an au- 
thorised officer who will be present 
at the sale, the sum of two hundred 
dollars, ($200) in cash. This sum 
will be refunded “on payment of 
the Purchase price. 


‘}. penndary. 
He | Ragasure vente - 
etc bes 


“| Deaiers in’ Garden Seeds; Post 
“ ee Stamps, Religious Goods, 


"NEW ADVERTISEMENTS | 


RTICULARS and Conditions 
of the Sale by Public Auction to 
be held on MONDAY, the 22nd day 
of August, 1988; at 3 p.m, at the 
Offices of the Public Works Depart- 
ment, by Order of His Excellency 
the Governor of one Lot of 
Crown Land at Argyle Street, in 
the Colony of Hong Kong for 
a term: of 75 years,- with 
the option of renewal at a 
Crown Rent to be fixed by the 
Surveyor of His Majesty the KING, 
for one further term of 75 years. 
Intending bidders are advised 


that immediately after the disposal] 


of the lot the Purchaser (if not: the 


applicant) will be required to de-| 


posit with an authorised officer who 
will be present at the sale, the sum 
of two hundred dollars, ($200) in 
‘cash. This sum will be: refunded 
on payment of the Purchase price. 
PARTICULARS OF THE LOT. 


Boundary — 
Moasurements 


. -) W 
ttl tt. 


No. of Sale 


| Bexistry No. 


About 


— 
tt, 


inland 


As por salo plan {25,280 [ 200 


t No. 4:36 
Argyle Street. 


Kowloon 
Lai 


THE ‘HONGKONG 


ELECTRIC CO., LTD.| 


IT IS HPREBY NOTIFIED that| | 


an - Interim: Dividend of ONE 
DOLLAR .-per : Share - has - been 


declared ’.-'-for.* --the- -.- year--.1988,] 


and will be payable-on and after 
THURSDAY, 8th. Septeinber, 1938. 


Dividend. Warrants ‘may be obtain-}. 
ed on application at the Company’s| - 


Registered ‘Office, P. & O. Building. 


THE REGISTER OF SHARES of].. 


the Company. will be CLOSED 
from MONDAY, 29th. AUGUST, to 


WEDNESDAY, 7th. SEPTEMBER] - 


(both days inclusive) during which 
period. no transfer of shares can be 
registered. 
By Order: of the Board of 
* Directors. : 


GIBB, LIVINGSTON & ©O., LTD., 
Agents, 
' Hong Kong, 28th. July, 1988, 


_JUST RECEIVED: 


: FLOWER «<A 


- - Toys, Ete. - 


“No. 10;.-WYNDHAM ‘STREET, ~ 
| P.O, Box No. 620, 


— 


| 
» Ltd. 


HONG KONG} 


PUBLIC AUCTION _ 


“Phe; Undérsigned hiave received 


instructions ‘to’ sell’, by Public 
Auction. on 932. wt 
‘Friday, the 19th: August, 1938.’ 
commencing at 2.30 p.m.) ~ 
at their Sales Room, No. 86, 
-Hankow Road, Kowloon. 


.. & Quantity of . 
. VALUABLE HOUSEHOLD 
: _ FURNITURE 
comprising :— 
Blackwood Ware, 
Diningroom, Bedroom, Drawing- 
room and Office Furniture, Car- 
pets, Rugs, Ornaments, Pictures, 
Porcelain & Glass Ware, BE. P. & 
Brass Ware, Electric Table Fans 
and Lamps, Sewing Machine, 
Gramophones & Records, Shanghai 
Bath, Cooking Stove, Cooking 
Utensils, etc., ete: 

On View from Thursday, the 
18th. August, 1988, -- 
Terms: Cash on. Delivery. 


LAMMERT BROS.,. 
Auctioneers, 
August, 1938. 


Teakwood 


Hong ‘Kong, 16th 


GET Frenes’ 
. Rever (Garonne) France 7 


| Bill-collectors,. 


we 
Os 


-- ADVERTISING © 


Twenty-five Words three inser- 
tions prepaid $1.50. Every ad- . 
ditional word five cents for three 
~ Insertions. —. 2 =e ot 
All replies wander this heading 
. must be called for. Ay Sots 


PREMISES WANTED 


HOUSE OR FLAT in Hong Kong or | 
Kowloon’ on at least a yoar’s lease. 
Sage details to Box No. 111 'c/o “China 


Mail’, ; 


WANTED—Furnished Flat, Hongkong 
side. Not less than four rooms, with 
all modern conveniences. Or house 
with garden, for 10 to 12 months. 
Occupation October or November.. Ap- 


‘|ply Box No. 113 c/o “China: Majl”’. 


- WANTED 


——_—. 2. 


ANTED — Re orbara . Caméraman 23 
Bi Cashier, Salesman. 


| Advertising. Agents (either sex). iOnly 


BE A MAN OF FEW WORDS - 
if you wish, but don’t 
' ‘tolerate a directory. 
_.. Of few words. . 


KELLY’S DIRECTORY 
: ae 


Merchants, Manufacturers 
and: Shippers of the World . - 


Obtainable from . i | 
Millington Limited P 


"Postage |’ 


esenamaseammananrall 


Yee 


KAIPIN 


‘PURPOSES. 


those who- can’ furnish cash 
need apply to Box No. 115 '¢/o 
Mail’, 70 vo 


neem 


TUITION GIVEN 


HONG KONG LANGUAGE SCHOOL | 
Private stu or classwork’ available 
under trained teachers of Mandarin or 
Cantonese. _Televhone our city office™ — 
No. .27888, Room. 605, National Com- 
mercial and Savings Bank Bldg.. 


EXPERT instructresses for ladies and: 
young girls in :music, shorthand,: typ- 
ing, .bookkeeping and English; and 
French. Apply. 24 Austin Road, Kow- 
loon. tye ae Re et i 


oo 


G COAL | : 


‘Head Ofice: “TIENTS 


phers 


TO ANSWER 


$50,000 DIAMOND © 
TUONG JOINKHEE WHOSE 
DETENTION WAS REQUESTED 
BY, THE SINGAPORE POLICE 
- FOR ALLEGED HOUSEBREAK- 
ING AND THE THEST OF. A 
QUANTITY OF DIAMONDS: ON 
OR BEPORE JULY 20, AGAIN 
APPEARED BEFORE MR. BUT- 
TERS AT THE CENTRAL MA- 
GISTRACY THIS MORNING. 
Chief Detective Inspector Mr. Mur- 
phy said that Tuong was willing to 
waive extradition proceedings and to 
return to Singapore to answer any 
charges against him. A P, and 0. 
boat was leaving for Singapore on. 
Saturday and Tuong was willing to 
return'to Singapore in her. ; 
Tuong was. remanded in Police 
custody till Saturday. ‘ : 
Tuong, it is understood, will . be 
charged in Singapore in connection 
with the theft of nearly $50,000 
worth of diamonds, from a dealer. 
Tuong was detained on August 4, 
shortly after his. arrival in Hong 
Kong. a . : 


—_—_— 


CHINESE STRIKE 
“AT KUTANG 


Hankow, To-day. ~ 
Chinese troops at Hsingtze on 
the: west shore of Poyang Lake 
defeated the Japanese at Ku- 
tang, less than 26 kilometres 
southeast, - of Kiukiang, in a 


REM 


ae 


BOCCA’TIGRIS © 

Some anxiety is felt’ regarding 
the safety of the Netherlands’ 
tug, “Reiner,” belonging to the 
Netherlands Harbour Works, 
which is now more than 24 hours 
overdue in Hong Kong from’ Boc- 
ca Tigris. . | o: 

The Reiner, it will be recalled, 
was involved some’ months ago in 
a blockade incident outside the 
Colony. : 

M. van Rossen, representative 
of the owners of the tug, has’ in- 
formed the police that the 
“Reiner” left, Hong Kong at mid- 
night on August’ 16, flying the 
Dutch flag, and having in tow an 
empty lighter. i 

The craft was under the com- 
mand of Captain de Schipper, and 
carried a crew of. ten Chinese. 
The lighter’ was to have taken 
limestone on board at Bocca 
Tigris then to_be brought back 
to the Colony. by the Reiner. 
"They should: have arrived at 6 
a.m. yesterday, but. up to 2 p.m. 


to-day, nothing. had - been heard|- 


concerning the whereabouts of 
the vessel or her personnel. — ; 


a I, 


| fierce attack yesterday; captur- 


ing ten hills in the vicinity. 

The Japanese have now been 
ye-inforced .and: 
attacking. with the support of a 
number of bombing planes. — 
Central. News. 


. 


INGTON | 
PORTABLE — 


) 


| WITH STANDARD KEYBOARD 
| from | 


HK $9599 Nerr 


‘Telephone 31141 a 


DUTCH VESSEL 


OVERDUE FROM |) . 


In a frame and case of your.own, 


_ are. counter-|- 


“HE. PRECISE’ANSWER TO 


Crookes’ have’ been the precise, 
the perfectly coloured, the best 
sunglass on the market, for two 
decades. 


choosing for $14.00 at 


PROVED | 
IMPROVED, -_ 


~ Westinghouse . 
Kitchen preved 
REFRIGERATOR 


CROOKES’ .-' 


SUN-DAZZLED EYES. 


a5e runs: 
aes ma OPTICIANDE - | 


6, Pedder St. : 


F nu 
: “20 


-_ Pol. 22208) 


\ 


eae aber . 


||| OFFICE APPLIANCE 


